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When Steel M eets Steel 
La rg e Units o f Germa n 
Ga rriso n a t 


Fo rces Tra p p ed 
To b ruk 


in Lib ya 
- 
- 
- 
Brea k sSieg e 


Tb« train was wrecked and the ro adbed ripped up when the Burlingto n’s Tex as Zephy r 
crashed into a truck lo aded with steel girders at a grade cro ssing near Dallas, Tex . 
The engineer 
and truck driv er were kitted and 16 perso ns were injured. 
( N E A T e lep h o to .) 


Illino is’ Acting 
Chief Engineer o f 
Highway s Accused 


Fleming Amo ng 19 Men 
Charged With Vio lating 
Hatch Statute 


The Wa r To d a y! 


Springfield, 111., No v. 22.- - I A P ) 
— A p p ro x im ate ly 80 Illino is sta te 
h ig h w a y o fficials and emplo y es, in­ 
cluding M a t th e w J. Flem ing, a c t ­ 
ing 
chief 
engineer, 
have 
been 
c h a rg e d with vio lating the H a tc h 
anti-po litics law. 
As the first gro up o f 19 defen d­ 
a n ts w e re sum m o ne d fo r trials to ­ 
day befo re J a m e s W. Irwin, e x a m ­ 
iner fo r the U. S. Civil 
Service 
Co mmissio n, it w a s disclo sed o f­ 
ficially t h a t F le m ing w a s o ne o f 


(This daily feature, co nducted 
by D ewitt Mackenzie, is w ritten 
to day by F r e d Vandersehm idt.) 


(Telegraph Special Serv ice) 
The five-dav-o ld battle in the j 
sa nds o f Cy re naie a h a s changed 
the face o f the w a r an d presented 
Ado lf H itler w ith a pro blem he 
never 
had 
befo re—w h a t to do 
a bo ut an a r m y desperate ly o n the 
defensive, far fro m ho me an d fa c­ 
ing annihilatio n. 
In alm o st every elem en t it is 
the 
G erm an blitzkrieg 
in 
c o m ­ 
plete reverse. 


Senato rs Declare 
Nav y Sho uld Tell 
Public o f Sinkings 


Say Po licy Sho ws Lack o f 
Co nfidence o f 
the 
American Peo ple 


Repeal o f Guffey 
Act Urged if UMW 
Co ntinue to Strike 


Sen. Co nnally W o u l d 
Act; 
L e w i s Meets 
Po licy Bo ard 


W ashing to n, 
No v. 22-— <AP> — 
Jo h n 
L. 
Lewis went befo re the 
po licy c o m m itte e 
o f his 
United 
Mine W o rke r s to day to lay befo re 
j th e m the W hit e Ho use pro po sals 
: he has 
perso nally 
rej ec ted 
fo r 
settling the 
captive 
co al 
mine 
strike. 
The U. M. W head w as almo st 
an ho ur late arriving. 
While the 
c o m m itte e 
met to 
fra m e a fo rmal reply to Pre side n t j p[0y es due fo r p a y m e n t late th.a 
Ro o sevelt s request t h a t the unio n 
mo nth 
wo uld 
have 
to 
w a it 
fo i 


New Crisis Near 
in L e g a l Tangle 
Stopping Payroll 


Springfield, 111., No v. 22 
( A P ) 
A legal tangle t h a t has tied up 
m o st Illino is st a te pay ro lls fo r ten 
day s app eared heading to w ard 
a 
new crisis to day . 


Mac hinery fo r issuing at 
least 
15,000 salary checks due No v. 28 
fo r civil service emplo y es w as at 
a co mplete standstill. The 
pro s­ 
pect aro se, meanwhile, that a de- 
îsio n by the s ta te Sup re m e co urt 


British Campaign 
in No rth Africa Is 
Pro v en Successful 


Russians 
Admit 
So me 
Rev erses 
o n 
Fro nt 
Befo re Caucasus 


Dixon High School So ldier Steals Car 
Students to R u l e 
C i t y on D e c. 6 


The an nual electio n ca mpa ig ns 
which end in Dix o n high scho o l 
st uden ts beco ming “city fathers 
fo r a day , have sla tte d as part 
o f the civic class pro jects at Dix o n 
high scho o l. 


This 
y ear 
Miss 
My rtle 
Sco tt 
and Marvin W inger o f the facul­ 
ty . ate acting as adviso rs o f the 
student electio ns with the purpo se 


i B y T h • A * * o c ia ltd 
B r it a in ’s lo ng-besieged garriso n 
at T o bruk w a s repo rted to have 
sm a sh e d o ut o f the ax is encircle- |°* ®‘ 9 >iainting the citizens o f to ­ 
o n litigatio n which led to 
the pay m c n t to day while 
o thc 
British m ° ITOVV with the co mmissio n fo rm 
sto ppag e 
might 
no t 
be h anded j Im peria l tro o p» tig htened the ja w s o f S o ve m m e nt. 
do wn until the J a n ua r y 
te rm o f \ o f a steel tr a p o n G erm a n a rm o re d 
C a m paign badges, 
po sters 
and 
c o u, t - 
' fo rces east o f To bruk. 
pro mises are again familiar by - 
Finance o fficials said that, un- 
The 
g arr is o n 
had 
been under 
less there w as an unex pected de- 
siege since last April, 
velo pment in the st a le m a te 
e m - j 
British h e a dq ua rt e rs 
at 
Cairo 


sho p issue, which bro ug h t o n 
the 
strike, be held in a bey ance fo r the 
e m erg en cy o r be subm it te d to a r ­ 
bitratio n, tlie C. I. O, co nventio n 
in Detro it called o n “all em p lo y ­ 
ers to accept the principle o f the 
unio n sho p 
to p ro m o te industrial 
har m o n y , 
Ro o sevelt ag re ed to day to 
re ­ 
ceive C h a irm a n N o rto n (D.-N.J.) 
o f the ho use labo r c o m m itte e lo r 


their saiaries indefinitely . 


A tto rn ey General 
Geo rge 
K. ! 
Barrett 
issued the o rder to ho ld 
up the pay vo uchers o f all e m - ! 
plo y es m civil service claasifiea- j 
tio ns 
He declared an injunctio n 
gra n te d by Circuit Judg e Philip J. 
Finnegan in Chicago , pro hibiting 
p a y m e n ts to 
cert ain 
te m p o ra r y 
: civil 
service 
appo intees, 
w as 
so 
j bro ad 
it 
was 
impo ssible 
to 
de- 
a co nference o n labo r legislatio n. | ter m m e what emplo y es co uld leg- 
S en ato r Co nnally tD.-Tex .) pro - j ally he paid 


W ash ingto n. 
No v. 
22— ( A P I - 
Thre e m e m be rs o f the senate's so - 
called no n-in terventio nist blo c — 
S en ato rs Wheeler (D -M o nt), Van 
N uy s (D -Ind) and N y e iR -N D ) — 
F o r the first time j called o n the navy de p a r t m e n t to - 
the 
British 
are 
mo re po werful, 
da y to m a ke public th e n um be r 
be tte r armed, be tte r supplied. The 
o f G e rm a n 
s ubm a rin e s sunk 
by 
battle is o f thei r o wn cho o sing and 
A m eri can warships, 
the battlefield gives th e m alm o st * 
Senato r 
Pep p er 
(D -F l a t, 
said, 
unlimited space in which to mo ve 
ho wever, t h a t “naval ex perience in 
th ei r w eapo ns: so swiftly t h a t the 
bo th the last w a r and this o ne has 
the o fficials c ha rged with vio lating 
da m a g e is do ne lo ng befo re it can 
de m o n s tra te d th a t it is no t alway s 
the act. 
^ pro perly co mprehended. 
F le m ing declined to c o m m e n t o n 
The G erm an arm ie s 
are divided 
thp r h a r e e s 
but the a ctins 
chief ®nd the halves 
a i e encircled, theii 
tne cnatg es, o ut uie acting 
cniei tanlr€ I anri 
ho o t. 
en ginee r has filed with the c o m ­ 


po sed o n 
Capito l 
Hill t h a t co n­ 
gress repeal th e Guffey co al a c t if 
the C. 1. O.-U. M W. unio n ists de­ 
cline to end the co al strike. 
Will Keep Unio n Sho p 
Fo ur co mm ercial co al o p era to rs 
asso ciatio ns se n t wo rd to the De­ 
fense Mediatio n Bo atd to da y that 
th ey wo uld 
co ntinue 
to respect 
their unio n sho p a g r e e m e n t with 
the U nited Mine W o rker s regar d- 


Co urt In Recess 
The S up rem e co urt, when it re ­ 
co nvenes Mo nday a ft e r a T h a n ks ­ 
giving ho liday a djo urn m en t, m a y 
give an 
indicatio n 
when 
it 
will 
rule in an appeal taken by B a r ­ 
rett 
fro m 
Judge 
F in negan's 
in­ 
junctio n o rder 


B a rre tt 
has 
asked 
the 
high 
co urt to ex punge the injunctio n In 
lus 
a n sw e r 
to 
this 
plea, 
Judge 


said the 
To bruk 
tro o ps, 
cutting 
th ro ug h ax is lines to jo in m a jo r 
British fo rces striking in a co un­ 
ter-o ffensive fro m 
E g y p t. 
were 
driving steadily to the so utheast 
a f t e r capturin g 
po sitio ns 
three 
miles o utside their o ld p erim eter 
o f defenses. 
Imperial h e a dq ua rt e rs said the 
Liby an 
desert 
ca m pa ig n, 
which 
blazed into renewed actio n al daw n 
o n 'Tuesday , w as every w h ere "de- 
| velo pmg to o ur a dva n ta g e ", 
| 
On the R usso -G erm an w a r fro nt, 
Ado lf Hitler's field 
headquarters 
an no unced that 
G e rm a n 
sto rm 
tro o ps had c a p tur e d 
Ro sto v-o n- 
Do n, 
vital 
n o rth e rn g a t e w a y 
to 
the C aucasus o il fields 
and at the 
same 
time 
nazi 
cen tr al 
fro nt 
arm ie s were 
repo rted 
to 
have 
launched a m ig h ty drive o n Mo s­ 
co w, 
Ifeds 
Admit 
Rev erses 
G e rm a n advances 
a t 
several 


play s o f electio n time and p r i m a r ­ 
ies are scheduled fo r nex t Tuesday 
and the electio n o n Friday , No v. 
28 The st udents will 
m l e o n S a t ­ 
urday , Decembei 6 


Two candida te s sic seeking the 
o ffice o f m ay o r. They are Bernard 
Callahan and Lo is Blinding 


Fo r the o ffices o f co mmissio ner, 
with fo ur to be elected 
the can- 


in Ro chelle; Plo ws 
Into Gro cery Sto re 


Ernest Po well, Dy ersburg, 
lenn., No w Priso ner in 
Ogle Co . J ail 


'T ele gra ph Special Service) 
Ro chelle, No v. 22. 
E r n e s t P o w ­ 
ell. 2.1. Camp G ra n t so ldier who se 
ho me is in Dy ersburg, Term,, is a 
priso ner in the Ogle co unty jail 
at Orego n under bo nds o f $1,500, 
aw aiting actio n 
o f the 
J a n ua r y 
grand jury o n charg es o f a uto m o ­ 
bile theft, unde r which lie was held 
by Po lice M ag istra te Geo rge B a n ­ 
ning o f Ro chelle F riday afterno o n. 
Po well s arrest, made by Sheriff 
J a m e s White and Deputy Haro ld 
Kro use, who were in Ro chelle at 
the time, c am e as a result o f an 
accident which befell him a t 2.30 
o 'clo ck F rida y mo rning a ft e r he 
had sto len an auto mo bile helo nging 
didates ate 
Virginia Do dd, Ja ne to W arren Page o f Ashto n fro m in 
Go ff, June Herridge, Gleny ce Mel- fro nt o f a re s ta ura n t here, in which 
lo tt, 
Kenneth 
Po tts, 
Lo rraine Page w as eating. 
Page is said to 
P ritc h ard 
Paul Rey no lds, Charles have repo rted hearing lus 
car's 
Scudder, Jo a n Smith, Bo b Tennant, ho rn so unded and, lo o king up, to 
Jo V an M eter and Mary Lo uise have seen it being driven away . 
Welch, 
Crashed Into Sto re 
Po lice 
m a g i s t r a t e 
candidates 
The so ldier's escapade 
cam e to 
are Dwight Fulmer, W ay ne Need- an 
u’hen he failed to nego ti ate 
ham, 
H a r r y 
S mith 
and 
B i l l Bn "s " *urr> at the intersectio n o f 
Tho mpso n. 
Tenth avenue and Seventh street. 
All o th er o fficers to fill the list 
sn*l>PinK <>tt the blinker signal, 
o f “rulers ” are appo inted by the • a ,u* r l a 8 hing into the fro nt o f a 


less o f the o utc o m e o f the captive j Finnegan asked fo r time to file po ints were ackno w le dged in so viet 


missio n an a n s w e r in which he de­ 
nied t h a t the po sitio n he ho lds is 


t a n ks an d a rm o re d c a rs a re beat 
ing their iro n 
heads 
to 
pieces 
a g a i n s t 
h a r de r , be tter weapo ns. 
E ven the w e a th e r has turn ed so ur 


desirable to an no unce the sinking 
o f enem y subm a rin es.” 


“ I wo uld r a t h e r ta ke the st ud­ 
ied o pinio n o f the A m eri can and 
British 
navies than 
th a t o f the 
iso latio nist m em bers o f the se n ­ 
a t e . ” he added. 
In s e p a r a te ta lks w .th repo rt-j llevert 
o i Ulr 
... « h e e l e r . Yen N uy e end Ny e „d GuM, v 
> r t 
w 
ers 
declared t h a t 
the 
nati o n 
sho uld 
be given all info rmatio n r e g a r d­ 
ing 
naval activities w hic h co uld 


(Co ntinued o n P a g e 6) 


co vered in the federal statute. The j ?n 
U. a o 0a.s t ?* 
o n. tJie 
. 
. . . . . 
, , 
, 
. . . . « -„ I bir th o f the British o ffensive bo g- 
ac t pro hibits po litical a c ti w t y b\ i _etj 
pla nes do wn o n 
his air- 
s t a te emplo y es who se s a lary 
is fields and. field acco unts say , the 
paid in p a rt w ith federal funds, o ri vo st imperial 
parade 
ac ro ss the 
who are enga ged in activities f i - ! E g y p ti a n 
fro n tier 
h as scarcely 
n an ced who lly o r ,n p a r t by fad-, m y hindrance fr o m th e a,r. 


eral mo ney . 
It is o nly necessary to read the 
No 
detailed 
c h a rg e s 
again st 
G e rm a n and Itali an co mm uniq ues 
Fleming, who becam e ac ting chief to 
gra ve ly this cam p a ig n 
----------------------------------------- - 


en gin ee r a fte r th e realgnat.o n o f i L ^ ^ e n i o n ^ o f a x I a cSSSS? Price R e f la t io n 
E r n s t L ie berm an Qct. 1, w e te an- 
a t t a c ks there has been no serio us 
^ 
no unced by co mmissio n o ff icials.! ax is eff o rt to claim t h a t the Brit- 
( - 
7 l \ / o n 
N J r v 
I 
+ 
Thev wo uld be disclo sed when his 
wh are being impeded. 
T o day the 
W l V e n 
M O . I 
l O S T 
c , a . 1. fo rm ally j e t fo r h e a n n g . 
g d t e g j g j j g j M 
M 
co mmissio n o fficials said. 
“s t r o n g ”— no thing mo re 
first Case o f Kind 
E ven no w 
H itle r 
m us t be eo n- 
The cases here, co mm issio n o ffi- ( te m p la tin g the necessity o f aband- 
tials said, w ere th e first in any { o ning these th o usan ds ‘o f G erm an 
s t a te invo lving h ig h w a v divisio n1 African 
fighte rs 
to militar y de- 
. * 
v 
. . , 
structio n. 
emplo y es. 
The o nly previo us t r i a l s ' 
, 
. 
; 
. 
, 
* 
. __. | 
W h a t tins will do to the mental- 
_» 
. . 
, 
, , , 
o f s t a t e emplo x es unde r the H a tch 
o f 
G e rm a n fo lks back ho me Republican m e m be rsh ip 
pro bably 
law were in 
Ohio , 
Geo rgia 
and who 
have been industrio usly so ld wo uld meet T ue sda y to m a p their 
N e w Yo rk. 
Thev e stim ate d t h a t o n the idea 
t h a t G erm a n so ldiers i 
s t r a t e g y to w a rd it 
,h*,ir;‘ 
" ¿ r & f i S S ~ ! e S S 
\¡SfuTS 
four «»>•» °* 
quire tw o weeks. 
The cases are urg.e nt co nsideratio n 
ings. the ho use rules c o m m it te e 
against 
emplo y es o f 
the Spring- 
In thp first p jace 
is 
im p e r a . i g r a n t e d preferential s t a t us y ester- 
field district o f the 
highw a y di- five t h a t 
there 
be big victo ries da y to the price-co ntro l bill rec- 
visio n. 
i so m ewhere 
else— hence 
th e vast 
A fte r co mpletio n o f the c a s e s ¡ a n d reckless 
new 
drive 
in the 
here, between 45 and 50 additio nal 
\ 
R us s >« 
t h « 
stai? o f 
. 
, 
.. 
the six th m o nth 
o f 
the eastern 
cases, invo lving H e r m n g and o t h - 1 w a r 
The first prize o f this drive 
er emplo y es o f the c entr al o ffice o f j —Ro sto v-o n-the-Do n - 
w a s 
pro - 
the divisio n, will be set fo r trial, 
claimed 
to the so -called 
m a s te r 
J. L. To dd, Springfield district r a ae w ith 
a gre at 
to o ting 
o i 
radio tr um p e t s 
this 
m o rnin g; it 
lo o ks no w as if Hitler is o ut a t all 
co sts to take Mo sco w', itself, by 
Christm as. 


W ashingto n, No v. 22 — ( A P i — 
The co ntro versial pro blem o f r e g ­ 
ulating prices to preven t inflatio n 
held No . 1 spo t o f the ho use cal­ 
e n da r to day and Mino rity Leader 
M artin o f M a s sa c h use tts said the 


m ain te n a nc e enginee r fo r the di- 


( Co ntinued o n P age 6t 


C IO Convention 
Pressing to End 


Detro it, 
No v. 
22 — ( A P ) — The 
Co ngress o f Indus trial O r g a n iz a ­ 
tio ns pressed its annual co nven ­ 
tio n to w ard a djo urnm ent to day in thing: try in g to pull the French 


Because o f the* mili ta ry urgency 
in 
Russia, 
because 
the 
British 
M editerr an ean fleet is so definite­ 
ly the jo b, and because the mo rale 
o f the Italian arm ed fo rces is so 
very lo w, speedy 
ax is 
reinfo rce- 
j 
rnent and relief o f the G e rm a n s in 
Africa wo uld he no thing sho rt o f a 
military miracle. 
So Hitler is do ing the nex t best 


an ex tr a sessio n made necess ary 
by a flo o d o f reso lutio ns t h a t w as 
in terrupted y e ste rday by a de m ­ 
o nst ra ti o n which m a r ke d the ro - 
electio n o f P resident Philip M ur ­ 
ra y and his entire o fficial f a m ­ 
ily . 
In 
accepting a n o th e r o ne-y ear 
term, M ur r a y called upo n P res i­ 
dent Ro o sevelt to “co me jus t a lit­ 
tle bit clo ser to labo r, to have 
faith in Ameri can labo r 
to un de r­ 
stand th a t A m eri can labo r has a 
so ul, a heart, a nund. a co nscience, 
a bo dy ” 
“Labo r's 
chief 
difficulty ,” 
he 
de<laied 
“ lies 
in 
the unwilling- 


back into the w a r as an ally ; e n ­ 
deavo ring to bring abo ut a ‘ state 
o f belligerency 
between 
the un ­ 
tested Frenc h arm ie s o f N o rth Af­ 
rica 
and 
the British 
which will 
keep his 
enemies o ccupied belo w 
the M edite rr anean fo r a lo ng time 
and assure 
the 
ax is o f 
African 
co astal bases, 
no 
m a t t e r w h at 


(Co ntinued o n P ag e 6i 


o m m ended by the banking co m ­ 
mitt ee and the Dem o c ratic leade r­ 
ship anno unced th a t th e allo tted 
tw o day s o f debate wo uld begin 
Mo nday . 
U n der the pro cedure appro ved 
by the rules co mm ittee, the bill 
w’ill be wide o pen fo r a m e n dm e n ts 
as lo ng as th e y are g e r m a n e and 
Rep. Go re (D -T en n) said he wo uld 
o ffer as a subs titute his universal 
price co ntro l bill, st rippe d o j the 
pro visio n calling fo r r e c a p t ur e by 
the te as ury o f defense pro fits in 
ex cess o f e ig h t per cent. 
The bill 
reco m m ended 
by the 
banking co m m ittee wo uld a ut h o r ­ 
ize a selective fo rm o f price co n- c )o sed 
tro l unde r which an a dm i n i s t r a ­ 
to r co uld establish 
ceilings fo r 
co mm o dities who se prices go t o ut 
o f line with the rest o f the price 
st ructure. 
It wo uld no t regulate 
wage» . 
The 
Go re 
bill 
wo uld 
freeze all prices, w ages a n d rents 
as o f a 
given date and 
permit 
necessary a djus tm e n ts th ereaft er. 


mine dispute. 
'The fo ur were the A la ba m a Co al 
Op e rato rs nego tiating co mmittee, 
the Lo gan ( W. Va.) Co al O p e r a ­ 
to r s Asso ciatio n, 
the 
Greenbri er 
(W.-Va ) 
O p erato r s 
Asso ciatio n 
and the New' River (W.-Va.) A sso ­ 
ciatio n, 
Co nnally to ld repo rters he be- 
n n n e r- appro v- 
hich 
sustain s 
co al prices, wo uld he 
justified if 
the miners tur n ed 
do wn 
Ro o se­ 
velt's suggestio n. 
“ Co ngress 
has 
especially and 
financially aided the co al industry 
at the special insistence 
and re ­ 
quest o f the 
co al 
miners", 
the 
T ex as se n ato r declared "All o f us 
are pay ing mo re fo r co al then we 
wo uld but fo r the ex istence o f this 
act. 
“ Sacrifices Help Miners 
“ We are m aking th a t sacrifice 
to help the co al miners 
In 
o ur 
h o ur o f da n g e r and crisis, the co al 
miners are ta kin g a dva n ta g e 
o f 
the g o ve r n m e n t’s critical po sture 
to co erce and ex to rt further privi­ 
leges fro m the go vernmen t 
“If the co al miners can t m a ke 
so me slight 
sacrifice fo r 
their 
c o un try in time o f peril, co ngress 
m ig h t well repeal the co al a c t ” . 
The Guffey a ct autho rized 
the 
fix ing o f m in im um and m a x i m um 
prices. 
It w as 
suppo rted by the 
mine wo rkers because it impro ved 
the o p e ra t o rs’ financial 
situatio n 
and en abled 
th e miners to o btain 
a mo re favo rable barg ainin g po si­ 
tio n o ne result o f which w a s the 
App alachian 
a g re e m e n t 
un der 
which the CIO 
w a s g ra n te d 
the 
unio n 
sho p 
in 
all but captive 
mines 


legal 
hriefs. 
If the c o urt g r a n t s { dispatches, which stress ed the furv 
such time 
usually a week to ten 1 o f the nazi o nslaugh t, but the 
Red 
da y s — the No v. 28 p a y da y will be arm ie s were said to have o pened 
passed befo re a 
c o urt 
decisio n 
co uld be reached. 
The 
curr en t 
S up re m e 
co urt 
term is scheduled to end Tuesday . 
No v. 25 . Unless there is a recess 
o pinio n, a rare o ccurr ence fo r the 
co urt, the Issue wo uld go o ve r un ­ 
til ea rl y J a n ua r y as fa r as the 
S up re m e co urt is co ncerned. 
Officials 
e stim a ted 
that 
abo ut 
10,000 full-time emplo y es ho lding 
st a te po sitio ns o utside the sco pe 
o f civil service wo uld no t be a f ­ 
fected 
by 
the 
p ay 
ato p 
o rder. 
So me 15 .000 additio nal part time 
emplo y es, mo s tly h ig h w a v m a in ­ 
tenance wo rkers, also will receive 
their pay o n schedule. 


gro cery sto re o wned and o pe ra ted 
by 
Oral 
Hall. 
The 
auto mo bile, 
which plo ughed half its distance 
into the sto re, sh a tte re d th e do o r 
and a big plate 
glass 
windo w, 
wre cked an ex pensive built-in re- 
Only o nce in the nine y ea r his- frig erat o r, da m a g e d a c o un te r an d 


elected students. 


Altho ugh 
o nly senio r students 
are perm it ted to 
be 
candidates, 
the entire s t ude n t bo dy go es to the 
po lls at electio n time. 


Terse News 


Licensed at Orego n— 
A m a r r ia g e license has been is­ 
sued in Orego n to B e rn aid Mills 
and Do ris Sny der, bo th o f Po lo . 


Licensed Here to Marr\ — 
A m a r r ia g e license has been is­ 
sued by Co unty 
Clerk 
Sterling 
Schro ck to Ro bert Jun io r Po w ers 
and 
Miss B e tty Jean Durr, bo th 
o f P a w Paw. 


Will Krug at Pearl Harbo r— 
Mrs. Jo h n K rug F rida y received 
a card fro m her so n Will, that he 
Is no w- in P e a1 1 Harbo r, P I. and 
h as been assigned to the 
U. S 
Lex ingto n 


.M ajo r Describes 
frip- 


a 
dete rm in ed 
co u le r -a tta c k o n 
the no rth an ch o r aro und Kalinin. 
A G erm an 
military spo ke sman, 
term ing Ro sto v “ the spigo t to the 
R ussi an o il ba rre l” , said c a p tur e 
o f the big Do n river p o rt cut the 
direct flo w 
o f Cam usus 
o il into 
| c entr al Russia 
and dealt 
a s t a g ­ 
gering blo w 
to R ussia ’s 
urgent 
* need fo r o il 
j 
So me e st im a te s have cited the 
I C auca sus as the so urce o f 9«» pei 
cent o f so viet o il supplies 
On the centr al 
rro nt, 
advices 
reaching 
Lo ndo n 
said Mo sco w ’s 1 
Red a r m y defenders were facing » 
te m p e stuo us 
assault 
pro bab ly ! 
the biggest 
battle 
o f 
the 
five- 
mo nths-o ld 
c a m p a ig n 
with 
the 
nazis launching da v-a n d- m g h t at- ! 
tsi Its o n all secto rs o f the 200-m ile 
defense ar< . 
Russians Take New Stand 
So viet fro nt-line c o rr esp o ndents 
said the R ussians had fallen bac k ) 
under pressure o i numerically su- 
permr fo rces a fte r a 20-ho ur ta n k ! 
battle in the Vo lo ko lam sk secto r, 


to ry o f the pro ject has there been 
a girl cho sen as may o r. She wras 
Rita To fte, “ m a y o r e s s ’' o f abo ut 
six y ears ago , 


(Co ntinued o n Page 6i 


Soldiers O ffer to 
Dig Coal; Aid U. S. 


C a m p Fo rrest. Tenn , No v. 22 - 
(A P i 
M em bers o f a field artillery 
ba tt e ry a t C a m p 
Fo rr est 
to day 
sent 
this 
te le g ra m 
to 
Jo h n 
L. 
Lewis 
president 
o f 
the 
United 
Mine W o i ke i s Unio n: 
“ In respo nse to y o m s t a t e m e n t 
th a t 'so ldiers o f the United S ta te s 
A r m y w o n ’t dig co al’, we, the un ­ 
dersigned m e m be rs o f B a tt e ry C. 


scatte red pro duce in all directio ns. 
Mr. Hall estim ated his da m a g e a t 
between $1.000 an d $1.200 in this, 
the six th similar dis aste r which 
has befallen his place o f business. 


Dra ft Officia l Q uit, 
'“ I''* "'"* '' 
“ “ v "*d by ln,ur- 
In Pro test Ag a inst C. 
Po well, who w as trea te d fo r )n- 
/. O. a nd Jo hn L. Lewis 
^ h*fo l(' beins a rr a ig n e d 
: and taken to Orego n, also faces 
c harge s o f drunken driving, which 
autho r ities s a y will be filed again st 
him in Ogle co unty co urt. 
Auto Hit By Train 
In 
ano ther 
accident 
here 
gr- 
do ris Rettner, ro ute 2, Orego n, and 
his wife and a so ldier hitc h-hike r 
escaped injury w'hen the a ut o m o ­ 
bile in w'hieh they ’ w ere riding w a s 
struck by a train. 
While driving o n Seventh street 
R ett ner became so interested in 
the so ldiers’ co nversatio n t h a t he 
$,, 1 
failed to see signal lights w a rn in g 
I euus 
n f 
a p p ro a ch o f a Chicago . Bur- 
*’ 
' I lingto n 
and 
Quincy 
pa ss e nger 
j train. 
B ett ner dro ve o nto the tr a c ks 
befo re he realized the danger. 
He 
a tt e m p t e d to drive do wn the t r a c ks 
| ahead o f the train, but failed and 
! it hit the auto mo bile. 
F o rt un a te l y the train w a s slo w- 
j ing 
do wm 
fo r 
the 
statio n two 
! blo cks aw a y and they escaped in- 
i jury . 


Edwardsville, 
HI., 
No v. 22 — 
( A P ) 
Dr. Eugen e F. Wahl, e x ­ 
amining 
phy sician 
fo r 
Madiso n 
co un ty selective service bo ard No , 
1, 
has subm itte d his resignatio n 
in pro test 
a g a in s t the strike o f 
CIO miners. 
In a letter to the draft 
bo ard 
y e sterday , Dr. Wahl said 
“ I do no t desire to have any 
f ur th e r 
part, 
in 
remo ving 
bo y s 
fro m 
gainful 
o ccupatio ns 
and 
ho me enviro nment 
and 
drafting 
th em 
into the a r m y at 
m o n th , w'hile Mr. Jo hn I 
is p e rm itte d to dictate the labo r 
po licy o f o ur go vernm en t and de­ 
liberately delay and o bst ruct the 
| o utput o f necessary equipment so 
badly needed by o ur bo y s in the 
a r m y . ” 
Dr. Wahl was a captain in the 
medical co rps during 
the Wo rld 
W'ar. 


U. S. Pro tests Arrest 
a nd Detentio n 
o f the 
Reverend H. G. W o o lf 


W ashingto n, 
No v. 22 
(A P)- 
T he 
United Sta tes has lo dged a 
st r o n g pro test 
with the 
Italian 


Doubt Confession 
of Train Wrecking 


Suaanville, 
Calif, 
( A P ) 
Sheriff 
Olin 
No v, 
22. — 
S. 
Jo hnso n, 


The c ity co uncil m et last eve-j stro ng, do hereby o ffer to dig co al 
ning an d with no business o th er at. o ur present r a t e o f pay and to 
In a n o th e r labo r fi#>M ro m in um - 
th a n t h , „ « di n * o f t h , m ln ut,* do I)at, 
catio n« , th ere 
w » s a pause m 
» .o f the p m e . l i n * sesaio n. were i n - | » nd t h , p , , s, n t a ve rag e » aiarv o f 
st rike threat. 
feresfed in M a " o r S lo th o w e r’s de- 
The Federatio n 
o f Lo ng Lines j scriptio n o f hi 
C uba . 


191st field artillery 
100 per cent 
8 ° Vf*rnment against the a rrest and checking a y o ung railro ad wo tk- 


recent 
visit 
to 
Telepho ne Wo rkers, an independ­ 
ent unio n, 
co nsidered an 
undis- 
sett lenient 
pro po sal 
set 
fo rth by federal co nciliato rs 
The 
unio n has 
demanded 
th at 
the 


( ar Nhando ned In Ro ad— 
D ep uty She ri ff L E Bate s was 
called to West G ra h a m street last 
American Telepho ne A- T ele graph j night to invest igate an abando n ed 
c a r which Mari been 
left 
in 
the 
(Co ntinued o n Page 6i 
The Wea ther 


n c r e d i b l y Small, Bullet-Shaped 
Molecule Held Cause of Influenza 


S M l RDAY, NOV. VI, 1911 
i h ira go 
and 
Vicinity : Clo udy 
and co iner 
with rain this af ter- ¡ 


Philadelphia. No v. 22.— ( A P ) — j significance to medicine a bo ut this 
An 
incredibly 
small 
an d deadly 
flu bullet is th a t it is no t a liv- 
, 
. 
.... 
. bullet-shaped mo lecule, o nlv fo ur m e thing like micro bes 
ness, the o bvio us unwillingness o f 
,, 
j 
. 
» . 
v, 
" ' ‘'■» « Me.-*. 
, 
, 
. 
millio nths o f 
an 
inch 
thick, has 
It 
is able 
to repro duce 
itself, 
been branded as the ca use o f o ne when 
in 
living 
tissue, 
hut 
th a t 
o f the miseries o f mankind, h um a n seem s to be mo re o f a chemical 
reactio n than a sign o f actua l life. 


g o ve rn m e n t and 
business to a c ­ 
cept labo r in go o d faith.” 
The 55-y ear-o ld 
vice president j [nfi7lenza" 
o f the United Mine W o rke r s o f 
A m eric a flatly to ld in dustr y no t 
to " t a ke a dva n ta g e o f the pre s­ 
to 
American Philo so phical So ciety . 
Magnified 25,000 diam e ters un- 


en t g ra ve natio nal em er gency 
a t t e m p t to m an ac le labo r.” 
"Labo i is in no mo o d to accept t!] lt g^o ws 
the shackles o f m ig h ty in dustr y in do t o n a pho to grap h, the picture 
the United S ta te s either no w o t is o f a deadly specimen ta ke n fro m 
nt . m y o thei time, 
he asserted. 
th( 
-f!n infectio n which killed a 


Its iso latio n an d 
its 
picture, 
The disco very has o pened a new r a t h e r co ld, 
taken by the new electro n m i c r o - 1 w ay to m a ke vaccines ag a in s t hu- 
Wisco nsin: 
Clo udy 
sno w flur- 
sco pe. w'ere described to day to the m a n ’flu. A 


in 
center o f the ro adway . 
The c a r 
bo re no license plate.« and w a s o r ­ 
dered hauled to a lo ial garag e. 
© 
Bride’s Mo ther Is Dead— 
Dix o n relatives o f 
Lt. 
Ro bert 
Barry , who se recent m a r ria g e to 
Miss M a rg are t Mary O ’C o n ner in 
no o n, changing 
to sno w 
to nig h t K an sas 
City 
w as 
anno unced 
in 
an d Sunday , 
co lder 
Clo udy and th*- Telegraph, to day w'ere advised 
ra i n y with no sunshine this ifter- o f the death o f the bri de’s mo thei 
no o n, with rain c h a n g in g to sno w 
M r„ 
fo hn 0 -Co nn„r 
during 
night, 
Sun day 
cjo udv, 
sno w. 
F ur t h e r o utlo o k: Mo nday partly 
clo udy , co lder. 
Illino is: 
Clo udy , 
co lder 
lain 
so uth and ra m o r sno w no rt h po r­ 
tio n. Sunday clo udy , sno w no rth, 
rain o r srfbw 
so uth. 
Co ntinued 


a co al miner to the t r e a s ur y o f the 
United S ta te s fo r 
natio nal 
de ­ 
fense” . 
The messa ge w a s signed by Mil’ 
m e m be rs o f the battery , including 
11 s er g e a n ts and 12 co rpo rals 
Lewis c o m m e n tin e r irlier in the 
week upo n th* 
po ssibility 
th a t 
tro o ps might be sent to ta ke o ver 
the captive co al m i n e ; w here the 
r ’ 
I 
O. unio n is o n st rike 
had 
said “ the a r m y is no t 
go ing to 


c o n tin ue d 
detentio n o f 
the 
Rev. pj.a « to ry that 
he wrecked the 
H iram 
Gruber 
Wo o lf o f Elm ira, $2,000.000 stre am lin er City o f San 
N, 
\ , recto r o f St. P a ul ’s Pro - Franci sco mo re 
than 
two y e ars 
tegtant Episco pal church in Ro me, ago , planned to take him to day to 
S e c r e t a r y Hull instructed Geo rge th« - scene o f tin detaiiment which 
W a dsw o rth. Ameri can c h a rg e d’af- killed 2« perso ns and injured 108. 
faires in Ro me, to deliver the fo r- 
Jo hnso n 
identified 
the 
sectio n 
mal 
w ritte n 
pro test. 
it 
was hnrul as Clarence J. Alex ander, 21, 
learned to day , as so o n as the em- Cleo Springs, Okla. 
bassy had made a full repo rt o f 
"He savs tie wrecked the* train, 
all kno wn c ircum stances surro und- and sticks to it even after ho urs 
mg Mi 
W o o lf’s arrest 


W a ds w o r t h made verbal repre­ 
sen ta tio n s against the clergy man's 
a rre st 
o n 
Tuesday , 
so o n 
after 
Italian po lice, allegedly under o r­ 
ders fro m th** minister o f the in- 
sho o t o ur peo ple and th*- so ldiers j ter ro r 
had taken him 
into t o s ­ 
are no t go ing to mine c o al”. 
to dy at the recto ry o f the church. 


in 
Kansa s 


Phenomenal Rain Storm Gives RAF 
Decisive Help in Drive Into L i b y a <' 


City Friday mo rning. 


new vaccine has al- rif‘s anrJ 
fo lder to night 
Sunday 
ready been m a de which p r o t e c t s ' (l0 ” dy ,,?o rth 
f ‘ lo ,Kl;V 
^ 
sno w 
1 1 1 
‘ 
and co lder so uth po rtio n 
®hd 
Io wa: Clo ud" sno u to night and 


Bo vs* lo urnei 
Ends Here— 
F re d Kindi* 
Jr. 
10 
and Ro b­ 
ert Srrivan. 12. o f 
Chicago , 
be­ 
came dissatisfied with co nditio ns 
at ho me y e s t e ida v and l*-ft fo r the 
no rthwest via the hitch-hike ro ute. 


GODFKTA 
\.\ D K R s < ) \ 


British J o urnalist 


Witn Bnt.'sh Tro o ps in Liby a. 


No v. 
18 - (D elay ed) 
A 
p h e n o m ­ 


enal 
ra m 
s t o r m —o ne 
o f 
the 


h eavie st o f y e a rs in the de se r t— 
bo gged G e rm a n planes 
a g ro un d 
; av e British 
fliers decisive 


» f questio ning, and being to ld the 
penalty ,” the sheriff said. " M a y ­ 
be he did, and niay bo he didn't. I 
have my do ubts abo ut his sto ry , 
ft may be just ano thei screwball 
y a rn .” 
Thirteen o f 
the crack 
N o ith - 
western - Unio n 
Pacific - S o uth ern 
Pacific passen ger t r a i n ’s 17 ca rs 
left the tr ac ks near Harne y , Nev.. 
>n Aug 
12. 1939. An o fficial re­ 
po rt o f th*1 I n t e rs t a te C o mm erce 
o mmissio n 
blamed 
a 
deliberate 
plo t in which a sectio n o f rail w as 
remo ved. 
Alex ander w as a rreste d T hurs- 
o f 
being 


Mur h 
who siHHceded to the 


anim als again st h um a n 'flu, 
up as a very tiny grey ex peri ments are no w s t a r t i n g to pro bably Sun da y mix ed with ram 
earn w h eth er it will p ro te st man 1 ftrKl 
a t times so utheast po r 
So far as no w kno wn the bullet j tlo n 
h r ? V>* (P» ^ » P>t^io n 
in so uth and east-c entra l po rtio ns; 
co lder 
to night and 
east po rtio n 


They arr ived in Dix o n late in the I and 
afterno o n and w ere taken in cub- 
help o n this fi rst da v o f the new 
tr>dv by po lice at 5:13 last ev en in g j driv e into Liby a. 
Mr. and Mrs. Kindle c a m e to Dix -1 
A e n a l aco uU depo rt ed the de- 


-*'!V resembles 
vn 
plant 
disea« e 


last 
right 
and 
return ed 


i Go ut mued o n P a g e 
6 
1 


the 


C. Í 
O. presidency when Jo hn L 
Lewis abdica ted the o ffice a y ea r tve A 
which spread 
rg e. U Id the co nventio n he wo uld co un tr y last w inte r 


perso n here three y ears ago . It is viruses, which also a ie pro teins. Sunday 
mo reo ver the s a m e kind o f 'flu 
These 
plant 
viruses 
o we 
their 
o ver 
the deadly n a tur e to their structure. 
LOt AL \\ L V I MLR 
„ „a it 
Eo r the 24 ho urs ending a t 6 p 
no t em o uraee iurisdictio nal raids 
mv,- 
i 
i 
u 
v * 
po .^ible th a t this h um a n rn_ 
F rida y —m a x i m um 
tem p e ra - 
” O“ *-» * d ■ dict.o nal raids 
This mo lecule, a small 
bit 
o f disease is also due to . the shape ; ture 40. minim um 26: p a rt c lo udy 
r it.un tee unio n a n d urged dele- pro tein, is o ne o f the tiniest di- and struc ture o f the little virus. 
— 
grites " to a h o refrain fro m indulg- .« ease a ge nts kno w n 
to 
science 
Billio ns 
o f 
these 
disease 
par- 
Run ' 
S un da y 
a t 
6:51 
m;, m o tr.cr kinds o f raids upo n One o f the mo st startlin g things t i de s co uld flo at in the a.r in- M« nd« y 6.55. 
utner unio ns. 
» to th e la y m a n a n d o f pro fo und definitely . 
da v a t 1 58. 


( Rossi\ l i \ i \ i . n ) 
Ro ck 1 ¡and. 111., No v. 22 -*A P ) 
William H 
Reher, 63 o f Mo line, 
w as fatall y injured when his auto - 
no bile w as struck bv a Ro ck Is- 
i ■ d ; 
’¡them t r a m so uthw es t 
o t 
M i - n 
11!. 
late y e st e rda y a f t e r ­ 
no o n. 


velo pment. which a p p a re n tly a c ­ 
co unted fo r the little air o ppo si­ 
tio n seen by the fo rce i a c c o m p a ­ 
nied, 
By 
m ghtia ll 
we 
were 70 
miles 
inside 
Liby a 
fro m 
the 
E g y p ti a n fro ntier and still go ing 
stro ng. 
The 
rain 
sw e p t 
the 
Liby an 
co astal regio ns Mo nday night. We 
co uld see 
th* 
lightning 
flashes 
i ¿splitting the sky alo ng Lin Medi- 


| te r ra n e a n co ast fro m the British 
| assembly zo ne 
The water, po uring into the dry day night o n charg es 
sand, 
co nverted 
airpo rts 
into drunk an d diso rderly , 
quivering masses » hat preve nted 
D uring 
ro utine 
questio ning 
a- 
nazi planes fro m taking o ff. 
The 
his previo us activities, 
the 
mo to rs 
o f 
S tuka 
dive-bo mbers sheriff said 
Alex an der to ld 
him 
ro ared angrily , but co uld no t lift 
wrecked the train to 
ro b the 
the craft. 
i passengers, but lo st his nerve and 
The sto rm had spent its fury by fan 
®way 
when he 
heard 
th** 
time it swept o n e a stw ard to » c re e m s o f the injured 
in 
the 
the 
th*- E g y p tian bo rder. 
United 
States-built 
a ir c ra ft 
dro pped 
heavy 
bo mbs 
o n 
the 
Derna airfield j us t a- it w as dr y ­ 
ing up. 
G erm a n s 
were a tt e m p t in g 
to 
rush supplies fr o m Crete by big 
t r a n s p o r t planes, each pulling two 
gliders 
w ith heavy 
lo ads. 
R e -‘ 
turning a ir m e n 
said 
the 
bo mb 
c ra t e rs m us t have given the pilo ts 
tro uble in landing these trains. 


twisted o vert urn ed cars. 


M l( ID E s I V R i \ ER 
Mo line, 111.. Nv. 22 
( Apt 
The 
bo dy o f Miss Agnes O hi man, 55, 
o f Ro ck 
Island 
who dro wned in 
the Mississippi river, was reco v­ 
ered by po lice 
last night. 
Po lice 
s t a r te d to dra g the river a ft e r a 
w o m a n 's co at, scarf, hat. glasses 
and purs*- and a no te were to und 
o n the r i t e r bank. 
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ROCHELLE 


Mr» . H a r v e y C. H e w i t t 
R *port*r a n d In orai C ir cu la ti on 
M a n a g e r 
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Ev e n Low-Cos t Home Ma y Be Attra c tiv e 
a nd Contribute to Ne ighborhood Growth 


of 
Se als on Sale, M on da y 


Mrs. E. L. Vaile, presiden t 
th e Ogle c ou n ty tu b erc u los is a s s o­ 
ciation . h a s a n n ou n c e d pl an s for 
th e a n n u a l 
C h r i s t m a s 
seal 
s n ’e 
cam pai g n , 
T h e 
C h r i s t m a s seals 
will 
h e 
in 
th e 
m a n 
Mon day , 
N ov e m b e r 24 
S e v e n ty -fi v e c e n t s 
of each dollar paid for seals r e ­ 
m ai n s with th e local c ou n t y t u b e r ­ 
cu losis association , as 
its 
on l\ 
m ea n s of su pport , to be u sed to 
c a r r y on th e c a m pa i g n of h e al th 
edu cation , e a r l y caae-fin d 
coopera tior 
board Th e 


a n d 
w i t h 
th e 
sa n i tor i u m 
ot h e r tw e n ty - f i v e c e n t s 
of each dolla r goes for re? ^arch 


in an effort tr> fin d a way to de ­ 
st roy th e 
T B 
g e r m 
wh i ch 
still 
cause* 
t r e m e n dou s 
m or t a l i t y 
in 
y ou n g people. In fact it kills m ore 
person s 
bet w e n 
th e 
a g es 
of 
Jo 
an d 45 th a n a n y ot h e r disease. 
YM( 4 D on a tion s Asked 
Th e C h a m b e r of C om m e r c e h a s 
been asked by th e N a tion a l You n g 
M e n s 
C h r i s t ia n 
As sociation 
to 
f or w a r d don a ti on s fr om 
Roch elle 
to specified a u th ori tie s. Th ose w h o 
h av e n ot been c on ta c t e d by mail, 
leav e 
th ei r 
c on tr i b u t ion s 
at 
th e 
C h a m b e r of C om m e r c e office 
P r i m a r y G r a des O pe r e t t a 
An ope retta , ‘ M ic key an d M i n ­ 
n ie Mou se in T oy la n d" will h e pr e ­ 
sen t ed in th e C e n tr a l sch ool g y m ­ 
n a s iu m 
on 
F r i da y 
ev en in g, 
D e ­ 
c em b e r 5, a t 7 :3h . Th e produ ction 
will 
be 
giv en 
by 
th e 
pr i m a r y 
g r a de s of th e Roch elle e l e m e n t a r y 
sch ools, u n de r th e su perv ision of 
Ma rion S w an , ph y sical e du c ati on 
i n s tru ctor, 
a n d 
Lloy d 
D, 
Pfoff, 
mu si c su perv isor. 
You Are \\ a n te d 
You s r e w a n t e d as a s in g e r In 
th e C om m u n i t y C h or u s wh ieh will 
sin g 
du r i n g 
th e 
C h r i s t m a s 
pr o­ 
g r a m a t th e C e n tr a l bu ildin g on 
D e c e m b e r 
14. 
Th e 
mtiaic 
is n ot 
difficu lt 
a n d 
r e h e a r s a ls 
will 
be 
limited. You a re a s ke d to a ppe a r 
at th e P r e s b y t e r i a n c h u r ch for r e ­ 
h e a r s a l S pn da y a f te r n oon 
at 
3 
o’clock. T h e c h u r c h w a s selected in 
order to 
c on s e rv e 
fu el 
at 
th e 
sch ool bu ildin g w h e r e 
th e 
first 
pra ctic e w a s h eld 
T h is pr og r a m , 
wh ic h will in clu de or c h e s t r a s an d 
dr a m a t i c grou ps, is 
u n de r 
th e 
s pon s orsh ip of th e 
C h a m b e r 
of 
C om merce, a n d u n de r th e direction 
of Lloy d Pfoff, W. 
Gteske, 
a n d 
Miaa 
Wible 
N e x t 
re h ea rsa l 
for 
s n v on e in th e 
c om m u n i t y 
flu n - 
dav . 3 p. m . P r e s b y t e r i a n ch u rch 
E ig h t y - s e v e n 
gifta 
w ere 
giv en 
a w a y by Roch elle m e r c h a n t s du r ­ 
in g th e T r e a s u r e H u n t th is week 
I t s wise to in qu ire of y ou r fa­ 
v orite m e r c h a n t . 
S por t s m e n ' s Clu b « h oot 
J a m e s W al ke r, presiden t rtf th e 
Spo rtsm en's clu b 
h as a n n ou n c e d 
th at th e clu b, w ho se m e m b e r s h i p 
tota ls th r ee h u n dred, will h old a 
pou ltr v sh oot on S u n da y , N ov e m ­ 
be r 23. 
C H I R CH N E W S 
St. Paul's E v an gelica l Lutheran 
Fi fth Av e., an d N or t h Ni n th St, 
Rev , O. H Lin n emeier, pa s t or 
S u n da y Sch ool at 0 30 a. m. 
G e r m a n serv ices at 9 :30 a rn . 
E n glish serv ices at 10 30 a. rn . 
I ath oll c C h u r r h 
T h ir d Av e an d N or t h Kigh th St. 
Rev . F r Th n s O Ri ien , pa s t or 
M a s s es at 8 an d 10 o'clock. 
W e e k- da y 
m as s e s 
at 7 :1ft o'­ 
clock 
S u n da y Srh ool 
an d 
Rible H i s ­ 
tory a f te r first m a s s ev ery S u n ­ 
da y u n til f u r t h e r n otice 
Meth n rtUt C h u rch 
F ou r t h Av e. an d N or th Se v e n th M. 
Rev . J oh n E. Robeson pa s t or 
W e e x ten d a cordial in v it ati on 
to all ou r serv ices 
S u n da y sch ool at 10 a 
m. 
M orn in g wor sh ip at 11 s m 
Y ou t h Fe llow sh i p at 6 .30 p rn . 
F ou r S qu a r e Ch u rc h 
F i r s t Av e. an d W as h m g ton St. 
Rev . P e r ki n s pa st or 
S u n da y Sch ool. 9 45 a m. 
M orn in g w or s h ip at 1 1 a m 
S u n da y , 
6 .30 
p 
m. 
C r u s a de r 
serv ice. 
6 :30 p m. G alil ean s serv ice 


G asol in e t a x e s r e a c h e d a tota l 
of 11,031.000.000 in 19 39 . an d it is 
e s t i m a t e d th e 
19 41 
tota l will be 
$1 300,000,000. 


Ilo uee* 
such 
sm 
this, 
al­ 
tho ug h o f v ery lo w co st, are 
attractiv e eno ug h to co ntribute 
to satisfacto ry neig hbo rho o d o r 
mnnicipal g ro wth. 
The ho use 
ia 
well-planned 
and 
pro v id 
co m plete facilities fo r a fam ily 
o f av erag e sire. 
The esterio r 
appearance o f the ho ime will 
beco me mo re attractiv e after 
the planta and lawrv hav e had 
an 
o ppo rtunity 
to 
aftam 
g ro wth. 
Valued at $2 ,9 00, this 
pro |M*rty was financed with a 
m o rtg ag e o f 
$2.6 00 insured un­ 
der T itle V! o f the Natio nal 
Ho using Act, which is desig ned 
to facilitate financing o f pri­ 
v ately 
built defense ho using . 
Co st o f the pro perty will v ary 
in o ther lo calities. 


ASHTON 


Mra. Grace E. Llnaco tt 


Repo rter. 
Pho ne '¿ 0ft 


H ake Male 
T h e V i c tory cla ss of th e P r e s ­ 
b y ter ian S u n da y sch ool will h old 
a h ake sale at. th e S r h a l l e r locker 
plan t on 
S a t u r da y , 
Nov . 22, b e ­ 
g i n n in g a t 1:30 o'clock. 


Bradfo rd Home Bureau 
T h e B r a df ord Un it of (h e H om e 
B u r e a u will meet W edn e s da y , N o­ 
v e m b e r 26 a t 1:30 p. m. at 
th e 
h om e of Mrs. F. H 
Boy d 
Roll 
call will be a n s w e r e d by " S o m e ­ 
th in g 1 s m Doin g lo Help Bu ild 
Positi v e H e alth for My F a m i l y . ” 
Mrs. Glen Pfou tr, will pre se n t th e 
m a j or lesson , " M e e ti n g th e W orld 
G r a ce f u lly . " 
T h e 
m i n or 
lesson 
" B ooks for P l e a s u r e a n d P r o f i t ” 
will h e disc u s se d by M rs 
W es le y 
A tt ig an d Mrs C lar e n ce H a r t . 


Receptio n fo r New Pasto r 
A c h u r c h n ig h t s u ppe r a n d fa m - 
j 
ily re ception to w e lcom e Rev 
Mr, 
M on t a n u s a n d fa m ily will h e h eld 
on T u e s da y ev en i n g, N ov 
25, at 
ft 15 p 
m. 
al 
th e c h u rch . 
Th p 
c om m i tt e e in c h a r g e plan s to pr o­ 
v ide tabl e serv ice a n d s a n dw i c h e s 
j 
All m e m b e r s a n d 
frien ds of th e 
c h u r ch a r e in v ited to be presen t 
to meet th e M on t a n u s family . 


\V. M, ( , S. Meetin g 
Th e W om a n s S oc iety of Ch ris 
tin n 
Se rv ic e 
of 
th e 
Me th odist 
c h u rc h h a v e as t h e i r s pe a ke r at 
th eir m e e tin g on T h u r s da y after 
n oon . Nov . 2? at 3 o'clock a t th e 
; ch u r ch . Miss M a r jor ie Ilolbc rt, 19 - 
i y ear-old F r e n c h w a r refu gee. 
F dw in 
A 
B e r r y 
m otor e d 
to 
W a r r e n s b u r g 
Mo., on W e dn e s da y 
an d 
spen t 
T h a n ks g i v i n g 
at 
th e 
h om e of h is da u g h t e r an d son in ­ 
law Dr 
a n d M rs 
Rob ert H e n r y 
Leslie S a n de r s a n d E u g e n e Her- 
: wig s t u de n ts at th e U n i v e r s i ty of 
Illin ois 
ai> spen di n g th e T h a n k s ­ 
giv in g rei ess at th e h om e of th eir 
j pa ren ts. 
T h a n ks g i v i n g D a y g u e s t s at th e 
h ome of Mr a n d Mrs. A. J O r n e r 


w e re Mr, a n d Mra 
l a m e s H n l l a h a n 
of 
C h i cag o, 
Mr 
a n d 
Mra, 
E a r l 


L a r g e a n d 
Mr 
a n d 
Mra 
R a lph 
L a r g e of St. C h arle s, G e or g e R oat 
of O re g on , 
Mr. a n d Mra. 
E dw i n 
O r n e r a n d an n a, .l a m e s a n d J oh n 
of Roch elle a n d Mrs. G r a c e Lin - 
n c ott a n d da u g h t e r s , M a r j or i e a n d 
M i r i a m . 


Mr, a n d 
Mr» . O w e n 
H a m e l of 
C h i c a g o 
e n joy e d 
T h a n ks g i v i n g 
D a y a t th e h om e of Mr. H a m e l a 
pa r e n t » , 
Mr. a n d 
M r s 
G. A.j 
H a m e l . 
Mr. 
a n d 
M r s 
A da m 
K r u g 
of 
Roch elle 
w e r e s u ppe r 
g u e s t s 
on 
T h u r s da y ev e n in g a t th e h om e of 
M r 
a n d M r s 
Isaac, Hilliard, 
Mr. a n d Mr» . R a e C h a dw i c k a n d 
f a m ily 
a n d 
Mrs. 
C a roli n e 
Zeller 
w ere T h a n ks g i v i n g D a y g u e a t a a t 
th e h om e of Mr. a n d M r s 
R ob ert 
K n a pp. 
Mr, a n d M rs 
R oy V e n t l e r a n d 
da u g h t e r , 
Mu riel 
w e r e 
di n n e r 
g u e s t s 
on 
T h a n ks g i v i n g 
D a y 
a t 
th e h om e of Mra, V e n t l e r ’s b r ot h - 


m e r l y oc cu pied 
de r h a r famt ly . 
be r e m e m b e r e d 
th e 
f or m e r 
Mr. 
L a r s on 
ch elle. 


r r, Mr. a n d M rs 
R a lph C on n e r - i wool, 
v en ison , 
m a n . 
g rease » n d f u r s 
Mr. a n d M rs 
M 
N. Glen n a n d 
------------------- 
Miss L u c y H a r t e n joy e d T h a n k s ­ 
giv in g D a y at th e h om e of M r an d 
Mrs. L e on a r d Gl en n in Dix on . 
Mr. a n d Mrs 
S t u a r t 
P l u m a n d 
da u g h t e r , Bon n ie an d Mra G e or g e 
P u t m a n w e r e T h a n ks g i v i n g di n n e r 
g u e s t s at 
t h e h om e of 
Mr. a n d 
M rs 
Virgil D e a r dor f in Mt. Mor- 


pou l tr y , 
h e a r s 


O U T E R B X N K S 
T h ou g h 
th e 
O u t e r 
R a n ks of 
N or t h C a r oli n a c on ta i n a 
doz en 
v ill ages 
th e lar g e s t w i t h 8 0(1 pe r ­ 
son s. t h e r e is n o civ ic or local g ov ­ 
e r n m e n t w h a t e v e r on th e R a n ks 


i is. 
Mi 
a n d M rs A r t h u r L a r s on a n d 
f a m ily 
a r e 
n ow 
residin g 
in 
th e 
Mis E m m a S H a r t pr ope r t y , for- 


BEAUTIFY 
INS ULATE 


PROTECT YOUR 


H O M E 


with 


VITRAMIC ASBESTOS SIDING 


ELIMINATE PAINT 
SAVE UP TO 3 0% ON FUEL COSTS 


I* rfM> Estimates — Co nv enient Terms 


PHONE 4 13 


THE HUNTER CO. 


F I R S T A M ) C O I . L E G E 


D i s t r i b u t o r s a n d A p p l i c a t o r s o f R U B E R O I D F i r e • 


R e s i s t a n t R o o f in g a n d I n s u l a t e d Brick Sid in g 


LOOK 
AHEAD 


to 
1 9 4 2 


One thing : is certain. 
There are g o ing 
to be mo re tax es and hig her tax es fo r 
ev ery o ne. 


Wo uldn’t it he smart to prepare fo r 
them no wr in o rder to ease this burden 
when March 15 , 19 4 2 , ro lls aro und? 


Here's o ur sug g estio n. Sav e so m ething 
ev ery mo nth in a special fund fo r nex t 
y ear’s inco me tax . Yo u will hav e plen­ 
ty o f time and w e’ll help y o u g et 
started. 


CITY NATIONAL BANK 


Estab lished ISftA 


IN D I X O N 


O FFIC E R S : 


Z. W . Mos s . Pre s ide nt 
C ly d e H . Le nox , Ca s hie r 


John L. Da v ie s , Vic e Pre s - 
V. Te nna nt, As s 't. Ca s hie r 


DIRECTORS- 


Z. W . Mos s 


L. G . Ro rer 


Jo hn L Dav ies 


H. C. Werner 


E. L, Cra w+ord 


2 % I N T E R E S T P A ID O N S A V IN G S A C C O U N T S 


M e m b e r F D I C or por a t i on 


by t h e J 
C. Bil- 
Mrs. L a r s on will 
by h e r f r i e n ds as 
Miss J os e ph i n e 
Zeis 
is 
e m pl oy e d 
in 
Ro- 


Que s tions a nd 
Ans we rs 


q 
C a n I u se th e s a m e kin d of 


lin ole u m for b a t h r oom wall» t h a t 


is u s ed on f l oor s ? 


A. F l oor lin ole u m is n ot r e c om ­ 


m e n de d 
for 
w alls 
I n s te ad, 
u se 


on e of th e lin ole u m pr odu c t s m a n ­ 


u f a c t u r e d 
espe cially 
for 
u ae 
on 


walls. 
T h e s e pr odu c t s r a n h e a p ­ 


plied to plas te r, ply wood 
or n on - 


ln » u !a tin g 
w a l i h oa r d 
W a lls 
sh ou l d h e cle an a n d free from a n y 
s u r f a c e i r r e g u l a r i t i e s w h i ch m i g h t 
s h ow t h r ou g h th e cov erin g . 


Q 
T h e 
g r ou n d 
in th e 
v i ci n i ty 
w h e r e I plan to bu ild dr a m s f a ir ly 
well, 
bu t 
s e v e ra l 
of 
th e 
n e a r b y 
h ou s e s h a v e da m p b a s e m e n t w a lls 
a ' t e r a h e a v y rain . 
H ow c an I be 
a s s u r e d of s dr y b a s e m e n t ? 


A 
S in ce w a t e r c on dit ion s 
a p ­ 
pa r e n t l y a r e 
n ot 
sev ere, da m p- 
pr oof m g 
of 
th e 
b a s e m e n t 
w a lls 
c a n 
be e f f e c te d 
by 
m e a n » of 
a 
c e m e n t pla. t e r coat, a t lea st on e- 
h a lf in ch th ick, applie d on th e o u t ­ 
side of th e wall a n d c ov e r e d w i t h 
a m a t of h ot t a r or a s ph a l t 
At 
th e 
footin g 
e x t e n d 
t h e 
pl a s t e r 
c oat to th e ou t ai de of t h e footin g, 
r ou n di n g th e a n g le to f or m a cov e 
If v oiir site is so loca ted t h a t it 
will 
receiv e 
c on s i de r a b le 
w a t e r 
a f t e r a h e a v y rain , it will h e a d­ 
v i sable 
to lay dr a m 
tile 
a r ou n d 
t h e h ou se a t th e b ase of th e f oot ­ 
in g. 
D rain 
tile 
s h ou ld 
h e 
c on ­ 
n e cted w ith a a e w e r or dr y well 
in or de r to di spose of th e s u r pl u s 
wa te r 


Q. C an brick be laid du r i n g t h e 
cold W i n t e r m o n t h s ? 
W h a t p r e ­ 
c a u t i on s sh ou ld 
be t a ke n 
to tn - 
s u r e a good j ob i 


A 
If m a t e r i a l s a n d th e fin ish ed 
w or k a r e pr ope r l y pr ot e c t e d t h e r e 
is n o re a s on w h y W i n t e r c on s t r u c ­ 
tion 
can n ot 
h e 
e n t i r e l y s n t i s f a c - 
tory . 
W h e n 
th e 
t e m p e r a t u r e 
dr ops below 
4 0 
de g r e e s 
F. t h e 
h r tck, w a fer, a n d s a n d sh ou ld be 
h e a t e d 
Rr ick 
s h ou ld 
n ot 
be 
m ois te n e d be for e la v i n g 
U s e on ly 
e n ou g h lime to m a ke th e m o r t a r 
w or ka b l e 
P r ot e c t 
th e 
fin ish ed 
b r i c kw or k 
f r om 
f r e e z in g 
for 
a t 
l e a s t 4 8 h ou r s. 


Q. 
C a n 
plas ti c 
pa in t 
h e 
u sed 


Spe c ia l Se rv ic e s 


T h e Mi ss es E dit h C a m pb e l l a n d 


E n a 
F a n s on , 
W e s t C oa s t Gospel 


t e a m , will h old 
se rv ice s 
a t th e 
F ou r s qu a r e C h a pe l, 6 07 W e s t S e v ­ 
e n th s t r e e t 
for 
th e 
n e x t 
few 
we ek* 
Roth or da in e d m in is te r s , 
t h e s e y ou n g ladi es h a v e tra v e ll e d 
w idely in e v a n g e li s t i c 
w or k 
a n d 
h a v e 
e n joy e d 
sple n did 
r e s u l ts 
T h e y 
w e r e 
a s s i s t a n t pa s t or s for 
se v e ra l y e a r s to Dr. 
H. W 
J e f ­ 
fries. pa s t or of t h e P or t l a n d F o u r ­ 
s qu a r e c h u r c h , a c h u r c h w i t h 1,8 00 
m e m b e r s . 


Miss F a n s on will giv e I l lu s tr a t e d 
t a l ks to th e ch i ldren w i t h th e aid 
of s 
f l a n n e l g r a ph 
b oa r d 
B oth 
y ou n g 
ladle s 
will giv e 
m u s ica l 
n u m b e r s . 


T h e 
se rv ic e» will be h eld 
at 
7 4 5 o’clock e v e r y 
n i g h t, ex ce pt 
M on da v a n d S a t u r da y , 


ov e r oil pa i n t or pl a s t e r ? 
Will it 
f lake of f ? 
A. M oa t plas ti c pa i n t s c a n be 
appli ed to a n y s u r f a c e , c i t h e r n ew 
or old, to w h i c h pa in t n r v a r n is h 
will a dh e r e . 
T h is t y pe of pa in t 
is 
h i g h l y 
flex ible 
an d, 
pr ope rl y 
applied, sh ou ld n ot f lake or peel. 


D I V E R S I F I E D 
M ore t h a n 1000 n e w 
c h em ica l 
c om pou n ds , 
i n c l u di n g 
e v e r y t h i n g 
f r om pl a s ti c s to ex plos iv e s t o m e d­ 
icin es, h a v e been de v eloped f r om 
th e 
n i t r opa r a f f i n s , 
c om b i n a t i on s 
of n i t r og e n w ith v a r i ou s c on s t i t u ­ 
e n t s of n a t u r a l gas. 


C on t r a s t i n g c a r ow n e r s h i p 
n ow 
w i t h th at, of th e last W or l d W a r : 
T h i s c ou n t r y 
e n t e r e d 19 17 
w i t h 
on ly 3,512,9 9 ft m ot or v eh icle s P r e ­ 
l i m i n a r y 
f i g u r e s 
for 
19 4 0 s h ow 
t h a t 31,9 50.000 v e h ic les 
w e r e 
in 
u s e th en . 


Mothe rs Se nding 
Ca k e s to Soldie r 
Sons Are Shoc k e d 


F or t J a c ks on , 
S. C , N ov . 19 — 


(A P i — It l e a ke d ou t 
t oda y t h a t 


s om e m ot h e r s w h o h a v e been s e n d­ 


in g S on n y — " t h e de a r boy is in th e 


j a r m y , y ou k n o w " — a 
h om e - m a de 
i c a ke h a v e be en g e t t i n g a bit of a 
s h oc k lately . 


It s e e m s t h a t s om e of t h e boy s, 
w h o a r e 
l e a r n i n g 
t o be 
a r m y 
rooks, h a v e been t u r n i n g t h e t a ­ 
bles on m a m m a , a n d h a v e 
s e n t 
h om e a c ake , or m a y b e it w a s a 
pie, t h a t t h e y b a ke d t h e m s e l v e s . 
T h a t m a m m a h a a n ’t 
sa i d v e r y 
m u c h a b ou t th is is u n de r s t a n da b l e 
to S e r g e a n t M a r v i n A u s ti n , A t l a n ­ 
t a ' s h a r d-b oiled g i f t to t h e r e g u l a r 
a r m y ' s c u l i n a r y de pa r t m e n t . I t is 
s or t of callin g h e r h a n d. 
D r i v i n g F or c e 
A t pr e s e n t . S e r g e a n t A u s ti n , 
a 
sh or t, wir y , liv ely m a n of 4 7 y e a r s 


is t h e dr i v in g f or c e — a n d t h e r e i» 
n o dou b t a b ou t h is b ein g a dr iv in g 
f or c e — a t t h e a r m y ' s c ooks t r a i n ­ 
in g c ooks f or 19 y e a r s 
H e h a s been t r a i n i n g c ooks for 
19 y e a r s . 
Sin ce F e b r u a r y . 1.500 c ooks a n d 
300 m e s s 
s e r g e a n t s h a v e g r a du ­ 
a t e d 
f r om 
S e r g e a n t 
A u s t i n ' s 
s tov e s, 
A t n e a r b y t a b l e s 
th e 
s t u de n t 
c ooks 
in w h i t e a pr on s a n d 
c a ps 
w e r e e a t i n g t h e i r ow n cookin g. 
T h e m e n u c on s is ted 
of b a ke d 
h a m . li m a be an s, peas, m a s h e d po­ 
t a t oe s a n d l e t t u c e u dt h dre ss in g , 
pl e n t y of b r e a d an d b u t t e r , coffe e 
se r v ed in de e p s ou p bowls, c a n n e d 
milk, b l a c kb e r r y pie — a n d n ob ody 
w a s seen to sc or n t h e c r u s t . 


I N S T A L L M E N T WTVF.S 
T h e g ov e r n m e n t 
of t h e N e g r o 
r epu b lic 
of 
Lib eri a, in 
Africa, 
fix es a price of $ftO on t h e b u y i n g 
a n d selli n g of wi v es, w i t h i n s t a l l ­ 
m e n t s a r r a n g a d if desired. 


A dh e s iv e pos t a g e s t a m p s w e r e 
a dopt e d 
by t h e U . S. in 1 84 7 . 


I 
Fro m No w Until 
Ma rch 1, 1942 


is a g o o d time fo r y o u to lo o k at y o ur 
farm mo rtg ag e needs. 
Farm lo an in­ 
terest may rise and the farmers may 
as well finance no w at 4 % with no spe­ 
cial charg es to himself. 


W e Are M a k i n g Fa rm Lo a n s! 


4 % ! 


H. A. ROE 
COMPANY 


Dix o n Nat. Bank Blriß. 
Dix o n, HI.$ 


Ea rly Fa rmers Pro d uced 
Ma ny Articles o f Tra d e 


T h ou s a n ds 
of b a r r e l s 
of flou r 
w e r e s e n t 
to t h e 
New' O r l e a n s 
m a r ke t f r om Illin ois f a r m s du r i n g 
t h e y e a r s 
17 4 6 -4 7 , 
a c c or din g to 
th e Illin ois W r i t e r » ’ P r oj e c t , VVPA 
In 17 4 8 a t r a di n g post 
a n d fort, 
called F o r t P r u dh om m e . 
w a s e s ­ 
tab l i s h e d on t h e M ississ ippi below 
t h e F a lls of t h e Oh io. T h is b e c a m e 
a g r e a t s h i ppi n g c en t er . E a r l y h i s ­ 
t or i a n s c o m m e n t on th e a s t on i s h ­ 
in g qu a n t i t y s n d v a r i e t y of Illin ois 
produ c t» . 
T h e y 
i n cl u de d 
flou r, 
corn , h » m s , 
pickl ed 
por k, bean s, 
beef, w a x , cot ton , tal low, le ath er , 
toba cco, lead, iron , c opper , b u f f alo 


T e l e ph on e s on f a r m s in t h e IT. S 
in 19 30 t ot a l e d 2.139 ,19 4 , a n d th is 
n u m b e r 
de c r e a s e d 
to a t ota l of 
1,526 ,9 54 in 1 9 4 0, 


LUMBER 


I T ’S IN M A N Y 
D I X O N H O M E S 
KNOT HOLE NEWS 


Is s ue d Ev e ry Sa turda y by Home Lumbe r Compa ny 


Re mode ling a t 
He y Bros . Pla nt 


W or k is n ow' u n de r w a y at 
t h e H oy Broa. Ice C r e a m olan t 
to e n l a r g e a n d r e m ode l in pr e p­ 
a r a t i on 
ot 
a 
n e w 
h a i de n m g 
room . 
T h e 
n e w 
a ddit i on 
will 
giv e 
th is c on c e r n a l a r g e r a n d r oom ­ 
ier s pa c e to c a r r y ou t th e m a k ­ 
in g 
of 
H e y 
Bros, 
ice c r e a m 
w h i c h is so popu l a r in th is v i­ 
c in it y . 
All 
b u ildin g 
m a t e r i a l s 
r e ­ 
qu i r e d 
by th e H e v 
Bros. 
Ice 
C r e a m Co. w'ere f r om th e H om e 
L u m b e r C om pa n y . 
If y ou 
a r e 
pl a n n i n g 
to r e ­ 
m ode l or e n l a r g e y ou r plac e of 
b u s i n e s s do as so m a n y h a v e 
’don e, call on u s a n d let u s aid 
y ou in m a ki n g plan s s n d e s t i ­ 
m a t i n g costs. 


Bunne ll Cotta ge 
Mov e d From Pa rk 


T h e 
c ot t a g e 
r e c e n t l y 
p u r ­ 
c h a s e d bv Sh e ldon Bu n n e ll is to 
be m ov e d f r om t h e ori g in a l site 
in A s s e m b l y P a r k 
to G r a h a m 
s t r e e t . 
T h is c ot t a g e will be c om pl e t e ­ 
ly r e m ode le d a n d 
m odern ize d. 
Mr, 
B u n n ell 
call ed 
u pon 
th e 
H om e L u m b e r C om pa n y for a s ­ 
s i s t a n c e in th is job 
He, like 
m a n y ot h e r h om e ow n e r « realize 
t h a t qu a l i t y m a t e r i a l s at 
r e a ­ 
s on a b le 
cost 
c om e 
f r om 
th e 
H om e 
L u m b e r 
C om pa n y 
a n d 
t h a t th e specia l e x t r a se rv ice s 
(h at t h is c om pa n y f u r n i s h e s a r e 
a l w a y s a ppr e c i a t e d. 
If y ou plan to r e m ode l do it 
n ow be for e w i n t e r w e a t h e r in ­ 
c r e a s e s 
th e 
h a n di c a ps of f a s t 
a n d ef fi cie n t w or k. 


Ga me Room For 
Winte r Night* 


An d w h a t e v e r t y pe of e n t e r ­ 
t a i n m e n t y ou prov i de for y ou r 
g u e s t s be s u r e t h e y ke e p w a r m 
by 
i n s u l a t i n g th e 
g a m e 
room 
w i t h Q u a l i t y I n s u l a ti on a n d pu t 
an a n d to dr a f t s w i t h ou r s pe ­ 
cial f itt e d sash . 
If y ou h a v e n ’t a g a m e room in 
y ou r h om e be s u r e a n d get ou r 
plan s 
a n d 
e a t i m a t e 
of 
costs, 
Y ou ’ll 
be 
s u r pr i s e d 
h ow little 
e x pe n s e 
is 
n eeded 
to 
f u rn ish 
y ou w i t h a r oom t h a t a dds to 
e n j oy m e n t of w i n t e r n igh ts . 


W I N T E R C O M F O R T 


A n d if y ou 'r e pl a n n i n g to e x ­ 
pa n d 
if y ou r h om e s e e m s too 
sm all , look to y ou r open por ch 
f or a de li g h tf u l a ddit ion lo y ou r 
h ome. 
P l e n t y of w in dow s , i n ­ 
s u la te d 
w i t h 
s t or m 
sash , 
will 
giv e y ou a 
l arg e 
s u n n y room 
t h a t will be a joy th is w in ter. 
P h on e f or a free e s t im a te . 


tT k e M 
N A ILS '* 


L O \ E A L A M O D E L T 
H e r lips qu i v e r e d a s t h e y a p ­ 
pr oa c h e d min e. 
M y W'h ole f r a m e t r e m b l e d as 
I looked in to h e r e y es H e r body 
sh ook w i t h i n te n s i t y as ou r lips 
m et. a n d I cou ld feel m y c h es t 
h e av in g , m y ch in v i b r a t i n g , a n d 
m y b ody s h u dde r i n g a s I h eld 
h e r to me. 
T h e m or a l of th is is: 
N e v e r 
kiss t h e m in a f l i w e r w i t h th e 
m ot or goin g. 


\ P R O B L E M 
A lh e rt : 
"I see w e a r e g oin g 
to c la im 530,000 s qu a r e m ile s of 
A n t a r c t i c t e r r i t or y for th e U n i t ­ 
ed S t a t e s , ” 
F i l b e r t : 
"Good gr ief ! 
You 
don ’t m e a n to s a y w e h a v e to 
g o dow n th er e a n d plow' u n de r 
e v e r y t h ir d pe n g u i n ! ” 


A N D 
A I R P L A N E S 
A n 
A l b a n y official, e x pl a i n ­ 
in g t h e h i s t or y of th e A m e r i c a n 
flag to a g r ou p of ali en s s e e k­ 
in g c it i z e n s h i p pa pers, a s ke d: 
"Tell me, w h a t flies ov e r th e 
c it y h all ? ” 
O n e alie n 
blin ke d a 
m i n u t e 
a n d replied: 
“ P e e ji n s . " 


A I N ' T IT T H E T R U T H 
R u n n i n g 
a f t e r w om e n n e v e r 
h u r t a n y b ody 
it is th e c a t c h ­ 
in g t h e m t h a t doe s th e da m a g e . 


N O W I F IT W E R E G U L L I V E R 


M olly : 
" W h y 
do 
y ou 
call 
y ou r h oy frien d, ' P i l g r i m ' ? ” 
Poll y : 
" B e c a u s e e v e r y t im e 
h e calls h e m a ke s a little p r o g ­ 
r e s s . ” 


Kn o ck Ou t 
SOCK f i r 
OLE’ MAW WI1VTER 


I 
I f * one thinq to He a t a hous e a nd a nothe r thing 
to try 


a nd he a t the hous e a nd pa rt ot the outdoors a round it. 


The one s ure wa y ot he a ting only tha t whic h 
it is neces­ 


s a ry to he a t is to a dd 


the prote c tion ot s torm 


s a s h a s a blow on the 


to 
O r 
M a n 4w 


I 


nos e 


W in te r." 


Sto rm s a s h time 


co min g . , , th e y co st 


little 
. . b u t th e y ke e p 


the wa rm a ir yo u pa y 


to produc e rig h t whe re 


it 
be long* — INSIDE 


THE HOUSE. 
STORM SASH 


Bowma n's Build on 
Bra ds ha w Stre e t 


Mrs. J e r m i n a 
B ow m a n 
a n d 
h e r da u g h t e r , Mi» » R u t h B ow ­ 
m a n , a r e c on s t r u c t i n g a n e w 
h ou s e on E a s t B r a ds h a w ' s t r e e t . 


T h is will h e a f ou r - r oom h ou se 
w i t h 
di n e t t e 
a n d 
c om pl e te ly 


m ode r n l y e qu ippe d. 
B u ildin g m a t e r i a l » u s e d in th e 
c on s t r u c t i on of th is n ew' h ou se 


w e r e ob t a i n e d f r om t h e H om e 
L u m b e r C om pa n y . 
O n e of t h e s a f e s t a n d m os t 
pr of i ta b l e i n v e s t m e n t s t h a t c an 


be m a de t oda y is t h e bu ildin g of 


s m a ll h ou s es. 
See ou r pl a n s a n d e s t i m a t e s 


h efor e y ou bu ild. 
L e t ou r y e a r s 


of e x pe r i e n c e in h om e bu ildin g 
aid y ou in pl a n n i n g y ou r h om e. 


W e ’ll be g l a d to giv e y ou a n y 
a s s i s t a n c e w i t h i n ou r powe r. 


Ins ure Comfort, 
Buy Storm Sa s h 


E v e r y da y b r i n g s u s clos er to 


w i n t e r ' s icy b l a s ts a n d se v e re 
w e a t h e r . 
I n s u r e y ou r c om f or t 
a n d t h e c om f or t of y ou r f a m i l y 
by i n s t a l l in g s t or m s a s h , n ow. 
Y ou ’ll 
fi n d 
t h e 
i n s t a l l a t i on 


of s t or m s a s h will c u t dow n th e 
fu el h ill a n d ea s e th e s t r a i n on 
y ou r poc ke t b ook. 
W ith c r a c ks 
a n d 
c r a n n i e s 
a r ou n d 
w i n dow s 
a n d door s filled, 
t h e 
h e a t i n g 
pr ob l e m i m m e di a t e l y is s i m pl i ­ 
fied. 
T a ke a dv a n t a g e of ou r special 
serv ice w h i c h e n a b l e s y ou to r e ­ 
ceiv e eff icie n t a n d s a t i s f a c t or y 
w or k a t m i n i m u m cost. W e will 
h e g lad t o h a v e a m a n m e a s u r e 
y ou r w i n dow s a n d door s so t h a t 
s a s h e s c a n be m a de to m e a s u r e . 
W e will als o in s ta ll 
t h e m 
at 
y ou r h ou se, 
C om e in a n d see u s 
W e will 
f u r n i s h v ou w i t h free e s t i m a t e s 
on y ou r w or k. 


H O U S E R E I U V I X A T O R 


T h e best t h i n g s w e kn ow of 
to c ov e r u p w i t h a r e M l ' L E - 
H I D E R ^n fs 
a n d 
ou r 
qu a li t y 
P a i n t s 
A n e w roof ov e r h e a d 
will ke ep y ou r h om e dr i e r a n d 
w a r m e r t h i s w i n t e r ; a c oa t of 
qu a l i t y pa i n t will m a k e it look 
y e a r s y ou n g e r . 


O U R S L O G A N 


You don 't h a v e to pa v for e 
lot of h igh s ou n di n g titles an d 
e x t r a ov e r h e a d a* ou r y a r d. E v ­ 
e r y on e h e re h a» a j ob to do— 
a n d th e m os t i m por t a n t pa r t of 
t h a t job is to see t h a t y ou get 
th e best. 


HOME LUMBER AND COAL COMPANY 


Phone 57 - 7 2 
“ Home Builde rs for Home Folk s “ 
4 1 1 Firs t-Dix on, III. 


♦ > > > , 
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Ap p e a rs He re In Ro le o f Ma cb e th HOLIDAY DANCE 


W om en of St. A gn es Gu ild, 


Do ris Ra n e y a n d 
La wre n ce Pa l me r 
Are We d a t Ch u rch 


Le e Ce n te r Brid e a n d Atte n d a n ts 


Yellow 
c h ry s a n th e m u m s 
an d 
fern s decorated th e a u ditoriu m of 
th e R ock 
F alls 
C on gregation al 
c h u rch on T h a n ksg iv in g Day , for 
an aftern oon w eddin g cerem on y , in 
w h ich Miss D oris R an ey of Rock 
F alls becam e th e bride of L a w ­ 
ren ce P alm er, son of th e D arrell 
P a lm e rs of Dix on . 
T h e Rev . Le- 
R oy 
N orris 
Fieldin g 
perform ed 
th e dou ble rin g cerem on y before 
a larg e assem blag e of relativ es 
an d frien ds. 
M rs. P en dleton 
Moore, org a n ­ 
ist, play ed a prelu de of n u ptial 
m u sic wh ile th e g u e sts w ere a s ­ 
sem blin g, 
con clu din g 
w ith 
th e 
L oh en grin w eddin g m arch . 
C la r­ 
en ce C h u rch w as soloist, sin gin g 
"O P e rfe c t Lov e.” 
Mrs. T h om as S u tton an d 
E d­ 
w a rd R in eh art, both of Dix on , a t ­ 
ten ded th e cou ple. 
Black accessories w ere ch osen 
by th e bride for h e r beige g ra y 
wool s tre e t dress, an d sh e carried 
y ellow roses. 
Mrs. 
S u tton 
w as 
dressed in blu e, w ith a sh ou lder 
corsag e of pom pon s 


A reception w as h eld 
a t 
th e 
ch u rch , 
follow in g th e cerem on y , 
w ith M rs. H azel C ru se an d Mrs. 
F ra n c is Jen n in g s in ch arge. 
A 
tw o-tiered cake, an d y ellow c h ry s ­ 
a n th e m u m s an d can dles appoin ted 
th e re fre sh m e n t table. 
Th e M iss­ 
es M ildred E berle an d B e tty H e a ­ 
ton serv ed. 
A fterw ard, a T h a n ksg iv in g din ­ 
n e r w as serv ed in h on or of th e 
bridal pair a t th e h om e of th e 
bride's 
g ra n dpa re n ts, 
Mr. 
an d 
Mrs. A. A. VVoody att, 401 Secon d 
av en u e, Rock Falls. 
Mrs. P a lm e r is a da u g h te r of 
Mrs. D oroth y R a n e y of Rock Falls, 
an d 
w a s 
g ra du a te d 
from 
R ock 
F a lla T ow n sh ip h igh sch ool. 
Sh e 
atte n de d N orth e rn 
Illin ois 
S ta te 
T e a c h e rs’ college in D eK alb for 
a y ear, an d is n ow a stu de n t a t 
L oren e a Sch ool of B eau ty C u ltu re. 
Sh e is a well kn ow n m u sician , an d 
h as appe ared frequ e n tly on pro­ 
g ra m s as v ocalist an d in s tru m e n ­ 
talist. 
T h e bridegroom , a Dix on h igh 
sch ool g ra du a te , is w ith th e Illi­ 
n ois N orth e rn U tilities com pan y 
h ere. 
T h e cou ple will reside in th is 
city , w'h ere th ey h av e fu rn ish ed 
an a pa rtm e n t. 


Mrs. Rolan d Ullrich , I^ee C en ter bride of last m on th , is pictu red 
abov e in h e r w eddin g gown , tog e th e r w ith h e r sisters, w h o w*ere h er 
atte n da n ts . 
Before h er m a rria g e at th e I>ee C en ter C on g regation al 
ch u rch on O rt. 29 . Mrs. U llrich w as Miss Elain e Bessel. 
Miss M a n e 
B rasel w as h er sister's m aid of h on or, an d th eir y ou n g e r sister, J a c ­ 
qu elin e, acted as flow er girl. 
Th e b ridegroom is station ed a t C am p 
Polk, Lou isian a, w h ere h e h as th e ra n k of priv ate, firs t class. 


DOROTHY CHAPTER, O. E. S., 
H A S INSTALLATION; S O M E 
2 50 GUESTS ARE PRESENT 


SARA DENTON, 
ROBERT GROW, 
EXCHANGE VOWS 


Miss S a ra A. Den ton , da u g h te r 
of Mr. an d Mrs, H. P. D en ton of 
Bellev ille, 
an d 
R ob ert L. Grow, 
son of th e D. S. Grow's, wrere m a r ­ 
ried a t I p. rn . F rida y 
in 
St. 
Lou is, Mo. 
T h e bridegroom is employ ed by 
th e H al R ob erts D istrib u tin g com ­ 
pan y . 


A F T E R N O O N U N IT 
Mrs. A rth u r C lay ton w ill be h os­ 
tess to Dix on 
A ftern oon H om e 
B u reau u n it a t 1:30 p. rn . T u e s­ 
day , 
‘‘S om eth in g 
I'm D oin g 
to 
Bu ild 
P ositiv e 
H ea lth 
for My 
F a m ily ” is to be th o th em e for 
roll call. 
Miss M arian Sy m pson . 
h om e adv iser, will be presen t to 
giv e th e m a jor lesson , "M eetin g 
th e W orld G racefu lly ,” an d Mrs. 
C alv in Brow n will load th e m in or 
discu ssion , 
"Books 
for 
P leasu re 
an d P rofit.” 


Tall w h ite ta pe rs in th re e-b ran ch c ry s ta l can delabra, an d m asses 
of w h ite c h ry s a n th e m u m s, w ith accen ts of silv er glorified th e lodge 
room a t B rin ton M em orial M ason ic tem ple last ev en in g, w h en re ­ 
cen tly elected officers of D oroth y c h apte r, No. 37 1, w ere in stalled. 
Th e em b lem atic a lta r cloth of g le am in g w h ite satin an d th e w h ite 
a lta r Bible in an im pressiv e settin g of flow ers an d can dleligh t g reeted 
th e v iew of betw een 250 an d 300 m em b ers an d g u ests w h o w itn essed 
th e pu blic cerem on y of th e seatin g of officers for 19 41-42. G u est* 
wrere presen t from F reeport, Polo, 


H O U S E H O L D CLU B 
A dem on stration of c h air can in g 
by Mrs. A aron F lu ck 
in terested 
m em b ers of th e Zion H ou seh old 
Scien ce clu b a t an all-day m e e t­ 
in g on W edn esday a t th e h om e 
of Mrs. C arl Jan sen , 
A ch icken 
an d n oodle din n er w a s en joy ed by 
15 m em b ers an d gu ests. 
N am es w ere dra w n for an ex ­ 
c h a n g e of C h ristm a s g ifts n ex t 
m on th . 
Mrs. 
R ay m on d 
Brech on 
is to e n te rta in a t h e r h em e in 
Dix on , Dec. 18 . 


R ockford, 
Roch elle. 
P earl City , 
Oregon . 
Mt. 
Morris, 
Sterlin g. 
Rock Falls, an d Belv idere c h ap­ 
ters, 
in clu din g 
th e 
associate 
g ra n d patron , A rth u r L. Joh n son , 
an d Mrs. Joh n son of R ockford. 


D u rin g a 15 -m in u te org an pre ­ 
lu de, 
play ed 
by 
M rs. 
D oroth y 
En gel 
of S terlin g. 
Sh irley Jean 
Barrow ’m an 
an d 
R ob e rta E spy , 
w e arin g w h ite form al frocks, en ­ 
tered th e c h a pte r room an d lig h t­ 
ed 
n early 40 w h ite 
ta pe rs 
th a t 
sh on e down on th e fiv e poin ts of 
th e sta r, an d on w h ite c h ry s a n ­ 
th e m u m s in a silv er bowl on th e 
pian o, an d a large basket of th e 
m u m s before th e pedestal in th e 
east. 


Sh irley Jean , w’h ose dress w as 
design ed 
w ith a h oop skirt an d 
qu ain t, off-th e-sh ou lder n ecklin e. 
is th e 11-y ear-old da u g h te r of th e 
n ew w orth y patron 
an d 
w orth y 
m atron , Mr. an d Mrs. E E. B ar- 
row m an . 
R ob erta's 
au n t. 
Mrs. 
Mazie H oberg. w as 
in stalled 
as 
se c re ta ry last ev en in g, 
an d 
h er 
u n cle, G rov er H oberg, is th e h ew 
sen tin el. 


At th e con clu sion of M rs E n g ­ 
el's 
recital, 
th e retirin g w orth y ' 


OPEN HOU SE 
Mrs. H. R. M ay silles of O re ­ 
gon will h old open h ou se th is 
ev en in g in com plim en t to h er 
b roth er-in -law an d sister, Mr. 
an d Mrs. Joh n R u an of B u f­ 
falo. N. Y., w h o are spen din g 
th e w eek en d a t th e M ay silles 
h ome. 
F rien ds a re in v ited to 
call from 7 o'clock on . 


m atron , Mrs. R u th E m m e rt, w as 
escorted in to th e c h a pte r room by 
Ll. C. S an te lm an , retirin g w orth y 
pa tron . 
Mrs. E m m e r t w as w e a r ­ 
in g a tu rqu oise n et form al, an d 
ca rrie d lav en der c h ry s a n th e m u m s 
in an a rm bou qu et. 


A ppe arin g 
n ex t 
w ere H arold 
E m m e rt, w ith Mrs. 
Beu lah T e n ­ 
n an t. 
in stallin g officer; 
V ictor 
E ich ler, 
escortin g 
h is 
m oth er, 
Mrs. 
E m m a 
Eich ler, 
in stallin g 
ch aplain ; 
an d 
V ern e 
T en n an t, 
w alkin g w ith Mrs. P earl R ickard, 
in stallin g m a rsh al 
E a rl M B a st­ 
ian . as flag bearer, preceded th e 
officers, wh o form ed a sem i-circlc 
h ack of th e altar. 


'C on tin u ed on P age 


D IN N E R G U E S T S 
D in n er g u ests a t th e h om e of 
Mr. an d Mrs. E dw a rd Jon es on 
T h an ksg iv in g D ay in clu ded Mrs. 
Alice 
S. 
C ou n try m a n 
an d 
Mrs. 
Dora S h eaff of Holcomb, m oth er 
an d a u n t of Mrs. Jon es, an d Mr. 
an d Mrs. 
Irv in g B. C ou n try m an 
an d da u g h te r S u san Alice of In ­ 
dian apolis. 
Mrs. 
Jon es 
is 
Mr. 
C ou n try m a n 's sister. Th e Holcomb 
v isitors ex pect to re tu rn bo th eir 
h om es tom orrow . 


OUR HOME REPAIR LOANS 
AID ALL INDUSTRIES 


JAVERY typo of business in the 
housing field is benefited by the 
property improvement loans being 
made by the DIX ON LOAN AND 
BU ILDING ASSOCIATION. 
Brtter 
heating is a leading purpose men­ 
tioned by loan applicants, while addi­ 
tions, alterations, roofing, plumbing, 
insulating and landscaping are other 
uses. 


SELECT YOUR 
CHRISTMAS 
GIFTS 
No w — Use Ou r 
Lo y-A w o y Pla n 
TREIN’S 
JEWELRY STORE 
F O R B E T T E R G IF T S 


lf yo u are p lan n in g h o me imp ro vemen ts, b rin g yo u r 


lo an ap p licatio n h ere. 
Yo u 'll like o u r service an d 
mo n th ly p aymen t p lan s. 


DIXON LOAN & BUILDING ASS’N. 
119 E . F I R S T S T . 
T E L E P H O N E 29 


ENTERTAINS FOR 
AFFIANCED FAIR 


M ibs Beth el S ch rein er an d h er 
fian ce. M arsh all D eM ey of P roph ­ 
etstow n , w h o a re to be m arrie d a t 
S p. rn . today a t Hope E v a n g eli­ 
cal ch u rch 
in 
Ch adw ick, 
w ere 
g u e sts of h on or a t a T h a n ksg iv in g 
din n er pa rty on 
T h u rsda y at th e 
h om e of M rs Ada B H u y ett. O th ­ 
er g u e sts w ere Mr. an d Mrs. W. J. 
S ch rein e r 
of 
C h adw ick. 
Miss 
D oroth y S ch rein er 
of 
F reeport. 
Mr. an d M rs L. L. B rin k an d son 
Jack, an d Mrs. Alice Beede. 
A reception will follow th ia a f t ­ 
ern oon a cerem on y . A fter a brief 
w eddin g trip. th e cou ple will re 
tu rn to P roph etstow n to reside 


St. L u ke's Episcopal ch u rch , 
are an n ou n cin g plan s for th eir 
an n u al 
n ig h t-after-C h rin tm as 
dan ce, wh ich is to take place 
th is y e a r on F rida y ev en in g, 
Dec. 26 . at Brin ton Memorial 
M ason ic 
temple. 
E arle 
Be­ 
ton rn e s ban d from K an kakee 
h as 
been 
en gaged 
for 
th e 
ev en t, accordin g to M rs E D. 
Rey n olds, 
gen eral 
ch airm an 
for th e party . 


DR. 
SHOOP S 
LECTU RE 


VIOLINIST GIVES 
RECITAL 
H E RE 


IS 


IN SO U T H B E N D 
Ph ilip 
Reilly , 
Jr. is spen din g 
th e w eek en d in Sou th Ben d w ith 
h is broth er. T om , a stu de n t 
at 
N otre D am e. 
He will be am on g 
th ose in th e sta n ds at th e S ou th ­ 
ern C aliforn ia-N otre D am e g am e 
th is aftern oon . 
o----- 


P R A C T IC A L C LU B 
Mrs. W. E. W h itson will e n te r­ 
tain th e P rac tical clu b w ith a pic­ 
n ic lu n ch eon at 
1 :30 p. rn . T u es 
day a t h er h ome. Mrs. C. A. Mel 
lott is to h av e c h a rg e of th e pro 
g ram . 
o 
- 


TO N O R T H DAK OTA 
Miss Rilla W e b ste r left y e ste r 
day for B lan ch ard, N. D. to m ake 
h er h om e 
w ith h e r 
sister, Mrs. 
Hazel H offm an . 
o----- 


Ca le n d a r 


M on day 
Rabbi 
Lou is 
L. 
M an n of 
C h icag o— Will open pu blic lec­ 
tu r e series of 
T h e 
F oru m , 
i/ov elan d 
C om m u n ity 
H ou se 
au ditoriu m . 
C h a pte r AC, P. E. O S is te r­ 
h ood— Mrs. G eorge C am pbell, 
h ostess. 7 :30 p. m. 
Nelson 
C om m u n ity 
clu b — 
Will m eet a t 
Cook sch ool, 8 
p. rn . 
Dix on W om an 's Relief corps 
— In G, A. R h all, 2 : 30 p. rn. 


T u esday 
T h u rsda y R eadin g 
circle — 
A t th e Lov elan d C om m u n ity 
Hou se, 2:30 p. rn .: Miss A n n a 
M ead, h ostess. 
M arion 
T each ers 
R eadin g 
circle— Mrs. 
K ath e rin e 
M or­ 
rissey , h ostess. 
J o b s 
D a u g h te rs 
E lection 
of officers. 
P ractic al clu b— Mrs. W. E. 
W h itson , h ostess. 
Lee C ou n ty R u ral Y ou th — 
S ka tin g party . 
A m om a 
c l a s s , 
B aptist 
c h u rc h — S cram b le 
su pper 
a t 
ch u rch . 
S u g a r Grov e P.-T. A.— P ro­ 
g ram , S p. rn .; refresh m en ts. 
Dix on A ftern oon Home B u ­ 
reau u n it—Mrs. A rth u r C lay ­ 
ton , h ostess. 1:30 p. rn . 
Baldwin 
au x iliary , 
U n ited 
S pan ish 
W a r 
V eteran s — A 
scram ble su pper in O 
A. 
B. 
h all. 6 : 30 p. rn . 
S u n sh in e 
c l u b — Mrs 
W il­ 
liam Sau er, h ostess. 


•lame** H en drickson 


Mr. H en drickson , w h o will be seen in th e title role of M acbeth 
in a m atin ee perform an ce of th e S h akespea rean play of th at n am e 
in th e Dix on h igh sch ool au ditoriu m , W edn esday , Nov . 26 . spen t h is 
early y ears in K an sas City , w h ere so m an y of th e n ow prom in en t stag e 
an d screen lu m in aries discov ered th eir T h espian abilities, in clu din g 
Jea n H arlow , W illiam Powell. Joan C raw ford, W allace Beery , G in g er 
Rogers, G lady s S w a rth ou t, M arion Tally , W a lt D isn ey an d m an y 
oth ers. 


H is sta g e aspiration s s ta rte d to form u late in h is h igh sch ool 
day s in K an sas City , w h ere th e sch ool S h a ke spe a re clu b w as a liv ely 
pa rt of th e cu rricu lu m . 
On on e 


m em orable occasion , th e clu b pre ­ 
sen ted T w elfth N igh t, an d W illiam 
Powell, on e of Mr. H en drickson ’s 


sch oolm ates play ed th e Malv oHo. 
Th e 
m u tu al 
in terest 
of 
H e n ­ 


drickson an d Powell in th e th e ­ 
a tre en cou raged a w a rm frie n d­ 
sh ip 
wh ich 
h as 
lasted 
th rou gh 
th e y ears L ater, both a tten de d th e 
A m erican 
A cadem y of D ra m a tic 
A rts in N ew York. 


T h a t 
period 
w as 
pa rticu larly 
glam orou s in th e th e a tre 's h istory . 
E v e ry city boasted a local stock 
compan y , w ith v isitin g road sh ow s 
from New- Y ork an d S h a ke s pe a r­ 
ean s ta rs tou rin g w ith th e ir re p­ 
ertories of th e classics affordin g 
addition al opportu n ities of seein g 
th e h est th a t an opu len t th e a tre 
h as to offer. 


A fter com pletion of h is train ing 
at th e A m erican A cadem y , H en ­ 
drickson U'n s u n u su ally fortu n a te 
in 
alm ost 
im m e diate ly ob tain in g 
an en gag em en t w ith F ritz Lei ber, 
W’ho w a s s ta rtin g his ow n S h a ke ­ 
spearean com pan y . A fte r a season 
w ith Mr. Leiber, Hie paths of H e n ­ 
drickson an d Pow ell crossed again, 
w h en th ey both spea red in “ S pa n ­ 
ish I » v e ” on B roadw ay . 
A fte r­ 
ward, Mr. Powell left for H olly ­ 
wood to e n te r pictu res, an d Mr, 
len drickson con tin u ed w ith m ore 
S h ake spe are 
on 
th e 
le g itim a te 
stage. 


Mr. H en drickson la te r accepted 
an e n g a g e m e n t wdth th e S h a ke ­ 
speare com pan y of Robert Man tel!. 
A t th e en d of th e secon d season , 
h e tou r en ded ab ru ptly in C olu m ­ 
bu s, Oh io, du e to th e seriou s ill­ 
n ess of Mr. 
Man tel!. 
En rou te 
h ack to N ew York cam e th e plan 
to organ ize th e presen t com pan y , 
u n der th e leadersh ip of Mr. H en ­ 
drickson an d Miss Bru ce, wh o w as 


ART EXHIBIT 
A collection 
of 
Miss Ja n e 
P eterson s pa in tin g s 
will 
be 
ex h ibited at Beloit college, Be­ 
loit, Wis , on T u esday , Nov . 25. 
T h e well kn ow n e a ste rn a r tis t 
ex pects to atten d, ac c om pa n ­ 
ied by Mrs. C h arles R. W al­ 
green . 
I*n st S a tu rda y , Miss P e te r ­ 
son addressed m e m b e rs of th e 
F re e port W om a n ’s rlu b. 


also a m em b er of (h e M an tell com ­ 
pan y . 


T h is season 
is 
th e 
fou rteen th 
an n u al 
tou r of th e J a m e s H en ­ 
drickson an d Claire 
Bru ce c om ­ 
pan y . 


T h e 
adv an ce 
ticket 
sale 
in di­ 
cate s th at th ere will be a c apacity 
a tte n da n c e for n ex t W e dn e sda y ’s 
prog ra m , wh ic h is to in clu de an 
ev en in g pe rform a n c e of H am let. 
Th e E n glish de pa rtm e n t of Dix on 
h igh 
sch ool 
is 
spon sorin g 
th e 
Dix on a ppe a ra n c e of th e com pan y . 


Th e 
lectu re w h ich 
Dr. Sh oop. 
prin cipal of C rossm ore sch ool, u h s 
to h av e deliv ered tom orrow ev e­ 
n in g at 
F ran ces Sh in ier college, 
Mt. Carroll, h as 
been can celled, 
becau se of illn ess of th e speaker. 
Sev eral m em b ers of Dix on c h a p­ 
ter, D. A. R , h ad plan n ed to a t ­ 
ten d, as C rossm ore is an in du s­ 
trial sch ool m ain tain ed by D. A. R. 
con tribu tion s. 


A SSEM BLY P R O G R A M 
Six th 
grade 
stu de n ts of 
th e 
Sou th C en tral sch ool presen ted a 
T h an ksg iv in g prog ram a t gen eral 
assem bly 
W edn esday 
aftern oon 
assisted by Miss Gen ev iev e Laity 
an d Miss M ary W illiford, 
facu lty 
m em bers Th e n u m b ers in clu ded: 
S alu te to th e flag. T h an ksgiv in g 
son g, six th grade, accom pan ied by 
Miss W illiford; corn et an d c lari­ 
n et 
du et, Joh n 
Leer 
an d Dav id 
L iv in gston : g rou p of son gs, first 
grade pu pils 
of Miss 
Sloth ow er 
an d Miss Jam ison , 
accom pan ied 
by Miss Jam ison ; address, “T h in gs 
I ain T h an kfu l F or,” L. VV. Miller; 
son g, "God Bless A m erica.” 
----- 
D IN N E R G U E S T S 
Mr. an d Mrs. Car! D on aldson of 
Polo 
e n tertain ed 
a t din n er 
last 
ev en in g, c e le b ra tin g th eir th irty - 
fifth weddin g a n n iv e rsa ry an d th e 
first b irth day an n iv e rsa ry of th eir 
little g ra n dda u g h te r, 
Betsy T a y ­ 
lor, da u g h te r of th e E dw ard T a y ­ 
lors of Freeport 
W h ite c h ry s a n ­ 
th em u m s an d 
B etsy 's 
b irth day 
cake decorated th e 
table, w h ere 
cov ers w ere a rra n g e d for th e D on ­ 
aldson s. th e T ay lors, an d Mrs 
J. 
VV Ru sh y an d Mrs. H arley S w a rts 
of Dix on . 


SHOWS PICTU RES 
> AT U NIVERSITY 


M a rg a re t 
G rav es of 
H igh lan d 
P ark, Mich ., appeared in a v iolin 
recital last ev en in g 
in th e ladies' 
lou n ge of th e Lov elan d C om m u n i­ 
ty Hou se. 
H er 
sister, Jan et, a c ­ 
com pan ied h er at th e pian o In th e 
sh orter n u mbers, an d Miss Loals 
Qu ick assisted a t 
th e pian o for 
th e Bru ch C on certo 
in G Min or. 
Miss G rav es is a n iece of th e W il­ 
liam Haefligers. 


IN C O N N E C T IC U T 
Mrs. 
Joh n 
S teph an an d son s 
Joh n Jason , an d P e te r an d J u s tin 
CANCELLED! 
D art. Jr., join ed 
Mr. Steph an 
in 
J W estport, Con n , for T h an ksgiv in g 
an d th e week en d. Th e S teph an s 
h av e ju st pu rch ased an e state of 
22 acres, 
45 miles ou t 
of New 
York City . 
o ----- 
P T 
A 
PROG RAM 
M em bers of th e 
S u g ar Grov e 
P a ren t-T ea ch er association will h e 
e n te rta in ed with a prog ram at 8 
o'clock 
T u esday 
ev en in g. 
R e­ 
fresh m en ts will h e serv ed s t th e 
con clu sion of th e e n terta in m en t. 


Civ il 
A eron au tics 
A dm in istra­ 
tion reports th a t 
in th e 
U n ited 
S ta te s du rin g 
1040, ll * plan es, 
mu lti-en gin ed an d 
w ith 
capacity 
for 21 or more passen gers, w ere 
pu t in to 
operation on 
tra n s port 
lin os. 


H O L ID A Y G U E S T S 
Mr. an d 
M rs 
D ean 
Ball of 
G ran d D e tou r 
an d 
M idsh ipm an 
I t a li c M arsh all 
of 
C h icago w'ere 
h oliday g u ests of th e R ob ert Ralls, 
T h u rsday . 


Mrs. C h arles R 
W algreen h as 
been in v ited to ex h ibit h er koda- 
ch rom e pictu res Lor th e U n iv ersity 
of C h icago trav el g rou p on T u e s­ 
day in Ch icago. 


o — 
— 
N E L S O N C L U B 
M em bers of th e 
N elson C om ­ 
m u n ity 
clu b 
will 
m e e t 
a t 
th e 
Cook sch ool at 8 o’clock M on day J 
ev en in g. Elw in W a dsw orth of D ix ­ 
on will e n te rta in w ith h is collec­ 
tion of pictu res. Th ou ** a tte n din g 
are asked to brin g jello an d cake. 
- 
o — 
S U N S H IN E C LU B 
Mrs 
W illiam S a n e r h as in v ited 
m em b ers of th e S u n sh in e rlu b to 
h er h om e for an all-day m eetin g 
on T u esday . 


C H R IS T M A S CARDS 
O rder n ow if y ou desire c a r ds . 
R. F. Sh aw P rin tin g C om pan y 


NAVI YOU THE HH AL 


SPECIAL 


GIFT Of EEP? 


v ic tor No. 138 31 — S I .00 L M 


H u n garian R h apsody No. 2 
( I . I s / t ) 


Jesu s Maria San rom a 


Bu y Eith er Reco rd — G e t 


th e O th er FREE 


Victor No. 18 222— f 1.00 L ist 


H u m o r e s qu e ( I H o r n k ) 


T h e R osary (N ev in ) 
-W illiam P rim rose 


Co me in an d see o u r ex­ 


cellen t sto ck o f n ew al­ 


b u ms. 
A 
small 
d ep o sit 


will h o ld an y alb u m till 


Ch ristmas. 


HALL’S 


221 \V. F IR S T 


PHONE 105 9 


SAVE IO TO 15% ON GAS 
WITH GENERAL MOTORS’PROVED 


t 


Since 1 8 7 1 


This hank has measured its value to the 
community by its ability to serve. 
Our 
service includes: 


CHECKING ACCOUNT S 


SAYINGS ACCOUNTS 


CHRIST MAS SAYINGS 


SAFE DEPOSIT BOXES 


CEBT IFICAT ES OF DEPOSIT 


DRAFT S AND CASHIER S CHECKS 


U. 5. DEFEHSE BONDS, Series E, F an i G 


and ample funds to loan at all times to re­ 
sponsible firms and 
individuals. 
For over 
seventy years we have offered every service 
consistant with conservative banking. 


THE DIXON NATIONAL 
BANK 


M em ber F edera l D eposit In s u ra n c e C orporation 


N O 
c u 
r e ti 
TO 
P RE S S ! 


NO 
HSJ GEARS 
TO 
NII IFT I 


M OST F.VF.RYONF. 
kn ow s H y dra- 
M atic D r iv e * is a w o rk sav er. B u t 
few realize th a t it’s a /(a a sav er, 
too. 
H e re a re th e facts: H y dra- 
M a tic is e n g i n e e r e d w ith fou r 
s p e e ds f o r w a r d. 
T h a t p e r m i t s 
slow er e n g in e speeds. In fou rth 
speed, for ex am ple, 1,000 en gin e 
rev olu tion s will propel y ou r Olds 
H y dr a - M atic 2,130 feet as again st 
1,7 00 feet for a similar c a r w ith 
sta n da rd tra n sm ission . H en ce, y ou get m ore m ileage on 
g as — or, con v ersely , s a v e g as on an y giv en trip. T h e n , 
too, H y dr a - M atic’s a u to m a tic sh ittin g prev en ts lags an d 
c on se qu e n t w a ste of fu el. T h e n et re s u lt—gasolin e sav in g s 
of IO to 15 pe r cen t. W h y n ot driv e th e easy H y dra -M a tic 
w ay 
in a n e w Olds B-44 — a n d be m on ey ah ead on gas! 


f r t ' l m - m t 
a p p ly o n d n w n p a y m a n ta . M o n t h l y p a y m a n ta a ra a v a ila b le . 


D E F E N S E C O M E S F I R S T 
W I T H O L D S M O B I L E ! 


♦ Option al at F li r t Cost 


O ldsm ob ile a great p r o du c t s * 
capacities ara dev oted fi 
rst to th e 
man u factu re of artillery sh ell an d 
airplan e can n on . Remain in g facili­ 
ties are employ ed in produ cin g, 
i 
n 
l 
i 
m i 
ted number, 
Oldsmobile s n ew 
B-44 — a car that’s stamin a-afy/ed 
an d stamina-b uilt. T h u s , Oldsmo­ 
bile contributes both muni 
ti 
on* 
add m a teria ls to 
national defense. 


F O ffCAAT klZ W VIFA’ 
COUATT OAT 
OLDSMOBILE 
IT S QUA.LMTU-’ RU I I T TO LAST I 


Bitti* Lookin g , 
Bh h * Lastin g, 
S m u t Burt Than 
An y Olds In 44 
Yf AUS I 


MURRAY AUTO COMPANY 


212 HENNEPIN AVENUE 
DIXON 
PHONE IOO 
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A Tho ug ht Fo r To day 
God thunde reth marvelously with 
•e; crest. things doeth he, which we c 


ipre 


He 
the vnn< 


upon 


No t a "Sto o g e" Co urt 
Those people who feared th a t the a ppointm ent 
of alm ost the entire U. S. S upre m e C ourt by a sin­ 
gle Pre sid e nt m ight turn th a t into a sort of r ub ­ 
ber-sta m p or "stooge'’ court m a y be reassure d by 
recent decisions. 
They show such consi stent split­ 
ting in m a k ing decisions as to s ugge s t th a t there 
is fa r from a single point of view on the court. 
On the most recent decision day , tw o decisions 
were split, 5-4 and 6-3, and on the previous decision 
day there were two 5-4 decisions and a not h e r 
6 -3 i 
split 
E ve ry justice has entered a t leaat one dissent 
since the pre sent te rm of court, began, th ough it is 
only a few week s old. 
This is not to suggest that split decisions are 
desirable or necessarily a good thing in themselves 
It is only to s ugge s t that this is not. the sort of j 
thing 
one would expert 
from 
a 
court 
reputedly 
‘’packed.*’ and hence supposedly com m itte d to a sin- ’ 
tie and more or less a utom a tic point of view. 


Baruch Warns That 
Co ng ress Must Act 
To Co ntro l Prices 
N ew s 
I 


Renews 
A d v o c a c y 
For t h e N e w s ? 


POLO 


Mrs. Ev a Trump 
Pho ne 213 X 


II Yau D an't R» c« iva Your P apar Call 
Bob M cP haraon. P b ona 20S-X 


Over-All Rather Th an 
Selective Measure 
I V P au l Mal i .o n 


Pinning Do wn the Pro pa g a nda 
Back in 19 38, rememb 
entrance into World W a r I 
a law requiring the registi 
partm ent c 
proposed t< 
nti 


of w hat 
i 
would ha! 
didn't. 
It 
was servic 
did furnis 
agandists 
plished so 
good 
Now 
Tennessee 
would roq? 
ter, b 


had ov 
law w 


was n< 
cable a: 
i a hoo 
who tl 
■nothing 


ild 
gn pro! 
r intend 
guide t 
; on which t< 
ought to igi 
of its purpoi 


■ring the day s preceding 
the United S ta te s passed 
ntion with the S ta te D e­ 
reign governm ents who 
and a here. 
.■lithusia.stic expectations 
They thought it 
a. 
N aturally it 
—Nevertheless it 
was who. and it 
itch a few prop­ 
it. 
It 
accom- 
and it did some 


igan( 
d to. 
who 


Steel-Sa v ing Licenses 
E very body has seen ga ra ge s lined inside with 
old auto license plates ta cked up on the wall. But 
only in America. 
No oth er countr y would have been 
able to afford such a prodigal w aste of sheet metal. 
They 'll be ra r e r in future. 
Five state s alr eady 
have plans, according to the Fed erat ion of T ax Ad­ 
ministrators, to eliminate the need for new license 
plates next 
y e a r or soon. 
California will fasten 


W ashington, 
Nov. 
22— (A P ) 
The man who directed this coun- ■ 
try 's World w a r production told 
the house rules 
c om m itte e 
Fri- I 
day th a t unless congress acts im- ; 
med iately 
to control prices, 
the 
J 
nation will 
be 
in a 
‘’situation 
J 
acute ly da nge rous.” 
B e rnard M, Baruch, World w ar 
head of the w a r industries board, 
who sa w the inflationary im pact 
of w a r ti m e spending a t first hand, 
renewed his advocacy of "over-all” 
price 
control 
legislation 
r a t h e r 
than the "selective” ty pe re com ­ 
mende d by the a d m inis tration. 
The rules comm ittee, m a k i ng an 
unusual exception to 
its 
usual 
c ustom of he ari ng only m em b e rs 
of congress, asked B a ruc h to a p­ 
pear in person. The c om m itte e is 
considering 
a 
request by 
C h a ir­ 
m a n Steagal l (D -A la i of the house 
b a nking com m itte e for legislative 


Hold Everything 


(D is tributed by King F e a tur e s ; 
Sy ndicate, Inc. 
Reproduction 
in 
whole or in pa r t strictly prohib 
ited. ) 


over st rips" ove r this y e a r ’s 
pl a t e s with t h e new 
righ t-of-w « V for a bill to establish 
data; only new r e gistr a nts will receive new plates, 
the limited, 
‘‘selective” 
saving between $100,000 and $130,000, In addition 
to the saving in precious sheet steel. 
D e law a re has 


ty pe 
of 
price control toge t h e r with a r e ­ 
quest by Rep. Gore (D -T enn). that 
plates with changeable inserts for dates 
K e ntuc k y 
his "over-all” control m e a s ure be 


it is proposed by Senator McKcllar of 
to tighten up the act and extend it. 
He 
une such propagandists not only to re gis­ 
te label plainly all their propagan ' 
tt 


is 
a 
five-y ear license 
plate, 
and 
so 


all their propaganda, so 
that those who receive !t would be able to evaluate 
it properly 
He would also extend the law to a p­ 
ply to foreign pr opa ga n d i s t using this c ountr y as 
a base for sending propaganda into other American 
countries. 
Tha t last would 
implement 
decisions 
made by all the 20 American republics at the P a n ­ 
ama meeting of 19 40, when all resolved to protect 
one another in this way . Administration would be 
by the Justice Departm ent r a t h e r than by the State 
D epartm ent as at present. 
Even if the McKellar plan is passed, It would 
not eliminate all 
propaganda of foreign gove rn­ 
ments. 
No single law that could be proposed or 
passed could conceivably do this. 
But 
it 
would 
furnish more hooks to catch more of the slimier 
eels swimming in the propaganda sea, and it might 
tend to minimize the effect of some of the more ob­ 
vious forms of propaganda. 
Generally speaking, 
any thing 
which 
restricts 
the free communication of man with m a n is bad. 


nsidering 
on. 
By next, y e a r it's not impossible that m a ny 
other sta te s will be considering plans to save steel 
and money by new license piafe devices. 
A noth er 
way to 
off the stre e ts entirely 


mad e in ord er as a sub stitute . 
I rges "O ver-All Bill 
"Idle to the d r pt h of m y convic­ 
tion we should protect, our people 
ave would be to get the dangerous drivers 
agan st inflation, 
a c h arac te ristic 
of all w a rs." B aruch said. "I be- 


Twelv e Billio n Years to Go 
The old say i ng that the first hundred y e ars are the 
hardest ia put right in its place by a little fr e e ­ 
hand e st im a ti ng recently done on the age of the 
sun. 
The sun, h az a rd s Dr. George Gamow, pro­ 
fessors of phy sics at George W ash ington U niver­ 
sity , is a m ere y oungster of some two billion y ears, 
and ought to live to the ripe old age of 12 billion, 
The age of our own earth Is also about two billion 
y ears, he calculates not specify ing how m a ny y ea rs 
remain to if. 
Nevertheless, to those who are irked by the 
a ppare nt slowness of progress, it would a ppps r th a t 
on this kind of a cosmic scale of m e asure m e nt, 
there's plenty of time. 


John L. Lewis holds every blanch of the fed- 
But here we are faced, not with such communica- eral gove rnm ent in W ash ington in his vest pocket. 
tion, but with organized efforts of one form of su- 
per-na tiona hsm to reach out and envelop the citi­ 
zens of anoth er state. 
There seems to be no w ay to meet and check 
these moves of exaggera ted nationalism except by 
a t least te m pora ry nationalistic restrictions. 
W heth e r fire is in all cases the best means of 
fighting fire, we wouldn't know, but one thing c er­ 
tain ia th at it is necessary to fight 
no fire was 


-C ongressman E. FT Cox, Georgia Democrat. 


Women in the United Sta te s are as a ttra c tive as 
H awaiian girls, gra ss skirts, lois and all. 
Suey oshi 
Iwamoto, Hawaiian art student in Pittsb urgh , 


Proba hi y 
decrees th a t 
Hull. 


we w on’t be in any w a r until Hitler 
we shall. 
Se cre tary of S ta te Cordell 


• SE R IA L S T O R Y 
LADY BY REQUEST 
BY HELEN R. W OODW ARD 
coay pnoMT, 
1*4 » , 
NBA a t n vi c c 
i n c . 


T H E S T O R Y ! "1 1n*e m y l e h e r - 
f t a n e e 
of 81i.000.noo If 
| 
d o 
00« 
m a r r j r h y ( h r t i m e I urn .■tA.** » n r i 
h a n d s om e 
S t e ph e n 
< u r i , f a m ou s 
w r i t e r n n d c om m e n t a t or , to l l t n n a 
T u c k e r , n h ont h r n u l y nnd I m pn l - 
a i vr ne a » . n« » he l ol d h e r e m pl oy e r 
R i c h a r d T h or pe t o go t o t h e d e r t l , 
h a ve 
r u pt u r e d 
hi» 
f a n r y . 
•» Will 
y ou m a r r y m e f or alx m on t h s a nd 
• 1 0,0 0 0f he a » k » . {going on t o e x ­ 
pl a i n t h a t t h e c t m n n n h e l or e . la 
m a r r i e d t o a n ot h e r itinn. I l l nnn 
1» 
« « mated. A na l l y c on s i d e r » hi» off er 
« * a h ns t ne » » pr opos i t i on t h a t w il l 
s ol t e t h e pr ob l e m of f i nd i n g a j nh 
» 0 t h a t » he w i l l not h a ve t o r e ­ 
t u r n t o h e r d n t vn a t a t e f a r m h om e . 
I tir t a » k * h e r t o f om t n l l k h i m 
t o 
m e e t 
his 
» t e pm ot h e r , 
E l l e n 
t n r t , w h o m us t pa» » J u d gm e n t on 
h e r . 


A CHALLENGE TO FIXEN 


C HA PT ER V 


She 
thought 
the 
black 
ey es 
opened wider, and for a moment 
she expected an outb urst of in­ 
dignation, but after a short pause 
the old woman said imperiously , 
“Go on." 
"Mr. C urt 
was 
!n 
the office 
where I work ed when I lost my 
job. 
I think he must have felt 
sorry for me. And so he explained 
the terms of his inheritance to 
me. He asked me to rearry him. 
T h a t’s all. 
I see y ou’re greatly 
surprised, but I d on’t see why 
y ou should be. After all, h e’s b e­ 
ing forced into a marriage that 
means nothing to him. 
Do y ou 
think that's fair?” 


could be ra th e r a darling if y ou’d 
let y ourself." 
Old Ellen C urt actually looked 
embarrassed. It had been so very 
many 
y ears 
since 
a ny one 
had 
called he r a darling! 
.She did not 
see a great m a ny y oung people 
and 
Diana 
T uck er 
w as 
like 
a 
breath of springtime. 
Pretty , the 
old 
w om an 
thought, 
and 
like 
Steph en 
she 
recognized 
the 
strength of ch aracter in the girl’s 
fare 
Stephen had been a fool for 
picking a girl at rand om like this 
— but surprisingly , it was going to 
be all right. 


heve protection should he 
e s t a b ­ 
lished, not here 
and 
there, 
hut 
every where. 
To me t h a t 
m ea ns 
the over-all bill.” 
Cauti oning 
t h e 
legislators 
against confusing price 
inflation 
with curre nc y 
inflation, 
B a r ut h 
said the form er alre a d y had s t a r t ­ 
er! here and made five suggestions 
which he said would furnish pro­ 
tection a ga ins t both 
evils. 
They 
were : 
"T. 
T hat the congre ss give i m ­ 
med iate consideration to a 
price 
control hill 
"2 That, surh consi deration 
he 
based upon as wide a front as pos ­ 
sible, which m ea ns 
th e 
develop­ 
ment of control that shall gua r a n ­ 
tee a 
sufficiency , 
a t 
m inim um 
prices of the three necessities 
of 
life-shelter, food and clothing. 


Controls 
o n Ev ery thing 
"3 T h a t in setti ng up price li m­ 
its. there m us t he controls e s t a b ­ 
lished on rents, 
on 
a gric ultura l 
schedules and on w a ge s 
on e ve ry ­ 
thing. 
"4 T h a t all s e gm e nts of society 
must he tr eate d equally and profit­ 
eering eliminated, \ \ > mus t really 
ta ke the profits out of w a r as we 
have promised to do for so long, 
and as I w as am ong 
the first to 
urge. 
"5 T h a t control nf prices must 
m a r c h along with 
a sound t a x a ­ 
tion pr ogr a m ; profit 
and money 
control; jnerease of production of 
ra w m ate rials and goods; sub s ti­ 
tution; sta nd a rd iz ation and simpli­ 
fication; conversion of 
facilities; 
s ub c ontra cting 
to use small 
as 
well as big e sta b lish m ents.” 


W ashington, 
Nov. 
21 — Blood- 
quickening rum ors nave come in 
upon these K uruau-R oosevelt ne ­ 
gotiations 
suggesting 
the 
J a ps 
are 
now ready 
to move in 
on 
0n T h ursd a y 
Thailand at any m om ent. 
Fir st 
offunal hint arrived on the heels 
of the Ja pa ne s e peace em issary 
(w ho bore no peace plan ) 
Such 
an invasion would bring the B r i t ­ 
ish Malay troops into conflict with 
the Japs , no doubt, and eventually 
involve the U. S. Asiatic fleet. 


O ur 
officials 
sus pected 
the 
rum ors were pa r t of the clumsy 
J a p 
diplomatic 
pre ssure 
game, 
and declined to be disturbed. But 
they im mediately began pr e pa r a ­ 
tions to send c ert ain very valu­ 
able w a r mat erial to T ha ila nd just 
in case it should be called 
for. 
Lend-lease aid will be gr a nt e d in 
event of invasion. 


This is only one of the official 
rum ors that 
have dis turb ed 
the 
fragile J a pa ne s e -A m e ri c a n nego­ 
tiations. Such stuff seem s to have 


Mrs. H enry Bundtzen of Orten- 
ville, 
Minn, 
and 
Mr. 
and 
Mrs. 
S a m Hill and d a ugh t e r Bett y ot 
Dixon 
were dinne r gue sts T h ur s ­ 
da y evening in the F r a nk A bb ott 
home on E a s t Golden st reet. Mrs. 
Bund tzen left t h a t nigh t on the 
midnight train 
for her home in 
Minnesota. 


Miss Julia 
B ra c k en 
and 
Mrs. 
Helen Bentley a tte nd e d the 50th 
wedding a nnive r sa ry of Mr. and 
Mrs. Charles Senneff of Sterli ng 


Miss R uth Diehl of Mt. Morris 
spent W ed nesd ay with Mrs. G a r ­ 
net Knipplc. 


Mr. and Mrs. E lton T ra vis and 
Mrs. My rtle T ravis » pent T h a n k s ­ 
giving with friend s in LaSalle. 


Mrs. Vernie S h a w w as a gue st 
of 
her sister, 
Mrs. Bessie Pit- 
tenge r and family in Mt. Morris 
on Thursday . 


Mr. and Mrs 
Morris Johnson 
and d a ugh t e r J a n e t 
of 
Sterling 
were 
dinner gue sts of Mr. 
and 
Mrs. 
C harles 
M cP h e rson 
on 
Thursday . 


Tha nksg iv ing Scra mble 
Mr. and Mrs. E a k le Colliflower, 
sons 
Ned and J a c k 
of Milledge- 
ville, 
Mr, and Mrs. 
A lbert B ic k ­ 
ford, 
Mr, and Mrs. 
Ralph Avey , 


“As long as we gotta have bottlenecks, why can’t we have 
one in the bugle industry ?” 


, 
. 
. 
, . 
, 
sons Harold and A lb ert enjoy ed a 
become an expected phase of high- 
. , 
J 
J 
1 sc ramble dinner in 
the home of 
pre ssure 
diplomacy . 
Yet 
both 
the rum ors and the negotia tions 
have been te m pere d by the solid 
inner conviction here t h a t there 
will he no w a r 
and no peace. 


Mr. and Mrs. R a y m ond Bickford 
and family on T h ursd a y . 


W a r just does not m a k e sense 
fr om 
either 
the 
Ja pa ne s e 
or 
American stand point. 
O ur main 
c om m itm e nt 
is in 
the Atlantic, 
a ga ins t 
Hitler. 
We 
need 
our 
fleet 
for 
that 
While we talk 
roundly of our F a r E a s t e r n 
in­ 
terests, there are oniy two things 
we are try ing to do th ere now; 


i J ) Keen Vladivostok 
open for 
aid to Stalin i the Pers ia n railroad 
will haul little for a noth e r 
y e ar 
y et and 
the 
Archangel- Mosc ow 
railroad m a y he severed in a few 
weeks, leaving Vladivostok as the 
only port 
of e ntr y for A m erican 
goods, and (2) 
Keep th e B ur m a 
road 
open for aid to China. 
W a r 
would 
close 
Vladivostok a I m o< 
autom ati call y , 
a nd 
th r e a te n the 
B ur m a route seriously . 
So also with 
J a pa n. 
While she 
howls " e nc irc lem e nt” and pretend s 
to he an axis 
pa r t n e r her real in­ 
terest is to ge t the r a w m a te ria ls 
from 
us and 
Britain 
to sustain 
her economic life. 
She is onlv t r y ­ 
ing diplom atically 
to 
break the 
blockade, by th r e a ts and ne gotia ­ 
tion. 
H itler is too fa r a w a y to do 
J a pa n a n y good 
economically 
or 
otherwise. 
W a r would nnlv double the eco­ 
nomic 
trouble 
J a pa n 
is now in. 
The blockade would be tightened. 
W ith out oil and m uniti ons she can 
not 
conduct 
a successful 
fi ght 
a gainst a m a j or pow er like the U. 
S. 
H e r fleet would have to hide in 
home w a te rs. 
She c a nnot even in­ 
vade the Dutch E a s t Indies pa st 
those Rritish 
and U. S. bases in 
Singapore and the Philippines. 
While peace m a y be impossible, 
w a r would he suicide for ne r and 
foolish for us. 


Scra mble Dinner 
Mrs. Cly de Reese of P earl City , 
Mr, 
and Mrs. Ben Sa nford and 
son Bennie, Mr. and Mrs. H enry 
Livingston and Mr. and Mrs, Wil­ 
lard R uc k e r held a sc ra m b le d in­ 
ner in the home of th eir mother, 
Mrs. Della R uc k e r o n T h a nk s gi v­ 
ing Da y . 


Dinner Guest* Thursda y 
Mrs. E dith McCoy had as her 
dinner guest« 
on 
T hanksgiving 
d a y Mrs. 
Alice 
Frisbie and Mr. 
and Mrs. Harold Frisbie of F r e e ­ 
port. 
Mrs. 
Alice Frisbie stay ed 
for a longer visit w ith h er sister, 
Mrs. McCoy . 


Discover Vitamin C 
M a y Help in Syphilis 
Medical Treatment 


Yea rs Ag o 


Birthda y S uppe r 
Mr. 
and 
Mrs. Wil lard R uc k e r 
and Mr, and Mrs. Oliver H offm a n 
took well filled b ask ets and w e nt 
to the home of th eir pare nts. Mr. 
and Mrs. Joh n H offm a n on T h ur s ­ 
day evening and had s uppe r w ith 
them, 
honori ng 
Mrs. 
H of f m a n ’s 
bir thda y . 
It w as a complete s u r ­ 
prise and she w a s presente d w ith 
several 
gifts. 


Here Fro m Idaho 
M ur r a y C openh a ve r of N am pa , 
Idaho, who ha d been in Brandon, 
V e r m ont 
on business, 
c a m e to 
Polo W ed ne sd a y evening and will 
visit with his mother, Mrs. M. H. 
C openhaver, and brother, R obert 
Copenhaver a nd family until the 
first of the week. 
He 
w e nt 
to 
Morris and spe nt Fri day . 


TTrHEN 
Stephen 
Curt ushered ( ) L D Mrs. C urt gasped. 
Could 
h er 
Into 
his 
stepmother's 
the girl ha ve suspected that it 
presence 
Diana 
thought, 
"This was she, herself, w h o had per- 
isn't real. It's a play . Old lnd>* 1 suadod her late husband to insert 
like th a t are only on the screen. 1 that clause in the will? 
Any thing, 
I t ’s m a k e - up that causes her to j she zhought, was better than hav- 
look like that!” 
ing him fall prey to some adven- 
B ut 
w hen 
Ellen 
Curt 
spoke turess. 
M any brilliant men did, 
ther e was no mistaking her genu- ! especially when the w om a n the\ 


HEY talked together for a long 
ime— Diana 
told 
about 


ineness. 
"So, 
Stephen, 
y ou’ve 
come to y our senses at last! 
1 
d id n’t think y ou’d let the money 
get aw ay from y ou. 
Sit down, 
both of y ou, and tell me w here 
y ou found this g.rl.” 
Diana sank into a small, an- ! 
d e nt, overstufTed chair, but Stc- j 
\ cn e r od e restlessly about. Mr 


loved had mar ried someone else, 
and 
had 
their 
careers 
ruined 
thereby . 
Stephen would be sa\ ed 
that. 
She m eant to choose his 
wife herself. 
But this girl whom 
he had brought for approval was 
something quite outside her expe­ 
rience. 
" I t’s nothing to y ou. y oung lady , 


Curt sat on a straight-ba cked sofa I ^ he the r 
1 do w ifUr or not- 
as if she scorned anvthing soft !U m a -v not have occurred to y ou 
and y ielding 
i 
* have a very good reason 
in w anting to secure Stephen's 
happiness. 
His father was con­ 
cerned only with his welfare." 


She was small and fat, but there 
was an alertness about her that 
centered in her little twinkling 
black eves. 
H er hair was grav 
and curled neatly . 
Her gown was i •>udRmcnt to fillow him t0 cho 


"But did n’t think enough of h 


gray , too, of a stiff, rustling m a ­ 
terial, and on her tiny feet were 
pearl gray satin slippers. 
"Well, begin. Stephen* Tucker, 
y ou say the girl’s name is—who 
is she and w here did she come 
fr c m ‘, ” 


Disconcerting, 
being 
discussed 
as if y ou weren't present. Diana I 
did n’t like that. She sat forward j 
on her chair. “You’ll let me tell I 
y ou, won't y ou’ ’’ 


Diana glanced at Stephen, saw 
h im stop his pacing to watch her j 
face. She hoped she would n’t say 
to o much, but she couldn't lie to 
this clear-ey ed old woman. 
" I ’ve 
followed 
y our 
stepson's 
w or k for a long time," she said 
slowly . "Both I and the members 
c f m y family have admired him i 
greatly . 
We th ink he's 
a very 
gre a t m a n." 
"O f course h e ’s a great m a n,” j 
Ellen C ur t repeated, tapping her 
little gra y slipper. 
"T od a y I m e t him for the first 
time.” 


a wife for himself!” 
"T hat 's enough. 
E v i d e n t l y 
y ou’ve agreed to th e proposition, 
or y ou wouldn't have oome here.” 
"Not at all," Diana answered 
coolly . "Stephe n said y ou wanted 
to look me over, and I certainly 
claim the sa m e privilege. I have 
not made a decision one w a y or 
the other.” 


her 
people 
and 
the 
farm 
and 
old 
Ellen nodded wisely , "Good, plain 
stock,” she muttered, and at last 
she said, "Y ou’ll do. 
You must 
m a rry Stephen at once!” 
But 
Diana 
answ ered 
quickly , 
“I ’m sorry , b ut I ’ll have to talk 
to my father about it first." 
"Very 
well,” 
Stephe n 
said, 
"w hen can y ou leave for h om e ’!’’ 
"Tomorrow." 
" T h a t ’s 
Sunday . 
How 
long 
would y ou w a nt to st ay ?” 
"Until 
about 
Wednesday , 
I 
think ” 
"All right. Give me instruction* 
as t.o how to get there and I ’ll 
drive down for y ou on W e d ne s­ 
day . 1 can get b a rk for m y b roa d ­ 
cast Wednesday night.” 
"Yes, I’d like that. 
We could 
talk to my father together." 
And so it was arr anged and 
old Ellen Curt sat on h er straight 
sofa and watched th em go. 
Her 
little black ey es were alight with 
i nt e r r e . Nobody ’s fool, that girl. 
No cringing 
before her, either, 
suing for favor. Straightforw ard , 
h m e s t. Already Stephe n w a s at­ 
tracted to h e r —going down 
for 
her on Wednesday 
Old Ellon was 
smiling as she went to her room 
for the night. 
Steph en drove Diana back to 
the rooming house and 
it had 
never looked so shab by before. 


O ur R ussian aid is ta k ing a te- j 
dioua new route. It goes by ship to 
M ur m a ns k 
(A rctic 
w a r m w a t e r 
port, 
open 
all 
w inte r), thence 
south by rail to 
K a nd a lash a, 
a 
W hit e Sea port, then by A r r h a n- 
gev. and finally down the railroad 
to Vologda, w here it is distributed. 
The distributi on so fa r has large ly 
heen in the direction 
of 
Omsk, 
w here 
new 
Russian 
arm ie s are 
forming. 
The trip ta k e s w eeks 
The nazis are very close to K a n ­ 
d a la k s h a . 
If either t h a t point or 
Vologda falls, the route is lost. 


Stephen's 
eves 
w e re 
dancing j He held her hand w arm lv at the 
delightedly . 
Not 
in 
y ears, 
he 
knew, had any one spoken to Ellen 
Curt in just such a way . He r a t h e r 
suspected that old Ellen was e n­ 
joy ing the tilt, too. F rom the wray 
her ey es snapped, from the w ay 
the little gray sa tm slipper tapped 
the floor. 
"Oh, I suppose then y ou'd have 
to approve of me?" 
"Certainly . You w ould n’t w a nt 
someone 
in 
the 
family 
w h o 
w ould n’t like y ou, would y ou’ ” 
"Humph! 
Well, then—w h a t do 
y ou think of me?" 


door. "You're a good sport. Diana 
Tucker, for even considering it.” 
he said gravely . "I shall see to it 
th a t y ou’re not sorry . T h a nk y ou 
— and goodby until Wednesday " 
W h en be had gone she w e nt 
slo w ly up to her little room and 
began to put some of her things 
mto a suitcase. 
The n she called 
her landlady . 
‘T m 
leaving 
to mo rro w,” she 
said. "I d on’t think IT! be back. 
But will y ou keep m y tr unk until 
I call for it?" 
W hy had she said 
that? 
she 
w ond ered 
H ad she already mad e 


There are plenty of people who 
could he interested in an inexpen­ 
sive form of job insurance. 
If I were a y oung m a n h unting 
for a job, I'd 
get th a t insurance. 
I'll do it by ta k ing a job with 
a 
firm th a t has a long-range, 
well 
planned, 
appealing 
a d vert is ing 
progra m . E ve ry employ e of a firm 
with such an advertising progr a m 
should th a nk hts lucky st ars, for 
adve rt ising 
is the best 
possible 
job Insurance. 
Advertising sells goods and s e r v­ 
ice 
in volume 
Properly done on 
s large 
enough 
scale, 
it 
sells 
enough goods to keep employ es of 
the firm working st top speed. 
Tf y ou work in a 
store or f a c ­ 
tory , y ou know 
that 
adverttatng 
finds buy ers for 
the things y ou 
sell or m a k e You know t h a t pr o­ 
ducts must bo sold 
before more 
can be made. 
With 
but few 
exceptions e m ­ 
ploy ment 
depends in 
the 
final 
analy sis upon selling. 
Selling on 
any appreciable scale alw a y s d e ­ 
pends upon advertising 
Directly or indirectly y our per- 
: sons! welfare 
and 
mine depend 
upon 
the 
successful 
continuance 
of advertising. T h a t ' s w h y ow ne rs 
of business prope r ty insert clauses 
in their leases stipulati ng th a t the 
renter 
shall 
spend 
a 
c e rtstn 
am ount of money on advertising. 
If business slows down, so do 
we all 
and the force that keeps 
business running at top speed is 
advertising. It we're interested in 
our personal welfare, regard le ss of 
our line of work, we're unalt erab ly 
hourd to the cause of advertising 


Churchill thinks he is winning 
the second batt le of th e Atlantic. 
N aval auth orit ie s here are inclined 
to believe 
he m a y he 
right, b ut 
pe rh a ps a little ah ead of himself. 
It is tr ue H itler's latest sub off en­ 
sive h as not taken a gre a t toll and 
h a s lost m a n y subm arines , but the 
battle is not over. 
G e r m a n y 
proba bl y 
h a s 
more 
subs tod a y th an at the s t a r t of the 
war. 
She 
sta rte d w ith 120 m e d ­ 
iums and 180 building. By a ut h or ­ 
itative 
calculation, 
she has lost 
ab out 140, and has put 180 ad di­ 
tional new ones in service. 
T h us 
while she had about 300 built and j 
building at the beginning, she has ! 
sh out 340 today . 
Gnlv 
h a lf these 1 
are in operat ion at a nv one time, 
which 
m ea ns 
daily 
fighting the 1 
obscure 
hut vital 
battle of the 
seas. 


Birthda y Supper 
Mrs. Lilly Doty e nte r ta ine d the 
following gue sts 
at suppe r 
on 
F r i d a y night, Nov. 
21. h er b i r t h ­ 
day : 
Mr. and 
Mrs. R a y R ina rd 
and daugh te r, Mr. and Mrs. Allen 
D oty and Mr. and Mrs. Tay lor. 


Chicago. 
< A P )— Phy sicia ns 
r e ­ 
ported tod ay new 
evidence 
th a t 
ord ina ry V itam in C can help in 
the medical t r e a t m e n t of sy philis. 
The V ita m in C. or ascorbic acid, 
m a y solve the problem of bad r e ­ 
actions in persons especially se nsi­ 
tive to the anti-sy philis d rugs de­ 
rived fr om arsenic. 
This w a s reporte d in the Jour na l 
of the A m e ric an Medical Associa 
tion by Dr. H e r m a n N. Bundersen, 
pre sid ent of the Chicago hoard of 
Health, and Dr. H a ns C. S. Aron, 
Regina S. G re enebaum , C he ste r J. 
F a r m e r a nd A r t h ur F. Aht, all of 
Chicago. 
The num b e r of people sensitive 
to th e arsenic d rugs is still con­ 
siderable, 
the 
reactions 
ra nging 
from mild upse ts to death. 
The doctors found t h a t th e re ­ 
actions a ppa r e nt l y 
were 
due 
to 
the form ation of poisonous m a t t e r 
w hen the d rugs w ere exposed to 
oxy gen in th e blood. 
Ox ida tio n ITev ented 
E ven whe n in c onta c t with air, 
solutions of the 
d rugs 
tur n 
a 
brow nish black a s oxidation pr o­ 
d ucts a re formed, hut this oxida ­ 
tion w a s preve nte d for 
48 hours 
w he n pa r t ars enic acid w a s added 
to th r e e pa r t s of the drug. 
T h e 
sa m e 
oxidat ion 
occurred 
w h en pa tc h e s soaked in the solu­ 
tions w ere applied to the skin, but 
it w a s completely prevented whe n 
the vitam in w a s added. 
The doctors, 
a f t e r patc h tests 
on 115 patie nts and othe r studies, 
concluded 
th a t 
th e 
V itam in 
C 
prom ises to assist in pre venting 
reactions ,tr> 
these 
anti-sy philis 
d rugs in th e gr e a t 
m a j or i ty of 
patients. 


( F r om Dixon Tele graph) 
39 Y E A R S AGO 
Sixty couple were present a t the 
Terpsi ch orean club dance a t J one s ’ 
hall last night and all had an e n­ 
joy able time. 
M a y or T r um a n and m e m b e rs of 
the city council 
have 
returned 
from an inspection tour of public 
w or k s in Janesville, Madison, Mil­ 
w a uk e e and Chicago. 
A1 Doolittle and Phil Miller are 
sponsoring 
th e organizati on of a 
b ranch of the T ra ve lle rs’ P rot e c ­ 
tive Association in Dixon. 


Ob itua ries 


25 Y EA R S AGO 
A thief stole a rain coa t from 
W. W. L e h m a n ’s cleaning e s t a b ­ 
lishment last evening. 
Louis Pitcher,. 
H a r r y 
Roe and 
Joh n 
Ford a rr ived 
home 
from 
H a y w a rd . Wis., last evening, each 
bringing back a fine deer. 
F ir e completely destroy ed the 
Hall school nouse in M a y township 
S und a y night. 


10 Y E A R S AGO 
O. 
C. 
Simonds. 
Dixon 
pa rk 
boa rd landscape a rchite ct of Chi­ 
cago, passed a w a y F'ridav night at 
a Chicago hospital. 
Thieves who broke into the Ol­ 
iver McGinnis 
cottage 
w e st of 
Dixon stole 
several 
articles of 
equipm ent. 


Church News 


Lo d g es 


S u b u r b a n— 
W ILLIAM B. CAIN 
(T ele gra ph Special Service) 
W illiam B. Cain w a s born a t 
W e s t Minister. Mar y land, M a r c h ; presid ent 


IM M A M F.l. L U T H E R A N 
< III HC II 
521 Highla nd ave nue 
C, L. W agner, pa s t or 
S und a y 
school 
a t 9 :30 
a m.; 
Miss Grace Ja cob s superintendent. 
Classes 
and 
com pete nt teachers 
for all grades. 
Morning worship 
a t 10:40 with 
se rm on by the pa stor for the 24th 
S und a y a ft e r Trinity . 
T ue sd a y evening a t 7 :30 o’clock 
the L uth e r L e ague 
of St. Paul's 
L uth e r a n ehnrch 
a t Sterling 
will 
present 
a tw o-a c t 
play entitled 
" H ot 
W a t e r ”. 
A 
silver offering- 
wili he lifted. 
Place: the church 
parlors. 
W e d ne sd a y evening 
a t 6 :3 0 o’­ 
clock the m e m b e rs of the congre ­ 
gati on 
will ga t h e r in the church 
pa rlors for a F a m i ly G e t-toge the r 
and scram ble supper. 
T h ur s d a y evening at 7 :3 0 o’clock 
the Broth er hoods of the Rock Riv­ 
er Area 
of 
the 
Illinois District 
Broth erhoods 
of 
the 
A m eri can 
L uth e ra n churc h will meet in St. 
P a ul ’s L uthera n church of S te r ­ 
ling. 
Mr. 
L ut h e r 
Steinmey er, 
of the 
Illinois District 


Elk* — Following 
a 
re gula r 
meeting of Dixon lodge of E lk s 
Monday evening a t 8 o'clock. O. 
F. Goeke will present intere st ing 
colored 
motion pictures 
of 
his 
h unti ng trip in the wilds of B r i t ­ 
ish Columbia last Se pte m ber, d e ­ 
scribing m a ny of the intere sting 
events 
in 
connection 
w ith 
the 
h un t for big game. 
The 
house 
comm it tee will e nte r ta in with a 
social session following the m e e t ­ 
ing and special fe a tured e nt e r t a i n ­ 
ment. 


Ba ldwin 
A uxiliary — W om en 
of 
Baldwin 
A uxiliary 
are 
inviting 
m em b e rs of the ( a m p to join them 
for a 6 :30 o’clock sc ramble suppe r 
T uesd ay evening in the G. A. R. 
hall. 


20, 1870, and d e parte d this life a t 
4 o'clock, Nov. 19 , 
19 41, a t his 
home ne a r the D oty school. 
He 
h a d been in failing health for the 
last tw o y ears. 
He w a s the oldest 
son of William Eldridge Cain and 
M a r y 
Ann 
Spurior 
Cain. 
His 
fath er, 
mother, four sisters and 
one 
brother, 
preceeded 
him 
in 
de ath. 
He w a s united in m a r r ia ge 
to M a ttie Young. October 13, 19 03. 
To this union w a s b om two sons, 
E ldridge and Virgil Cain and one 
d a ugh te r , 
Mrs. 
Vivian 
Bender 
T h e y also re a re d 
a 
foste r 
son, 
J a m e s W. Young, all of Polo. 
Mr. Cain c a m e to Illinois in the 
y e a r 189 6. and s pe nt most of his 
life in this c om m unit y . 
He leaves 
to mourn his depart ure , his wife, 
two sons, one d a ugh t e r and four 
gr a nd r h ik ir rn. also a 
foster son 
wife and grandchildren. 


B roth erhood will he the principal 
s pe a k e r 
Catechetical class m e e ts S a t ur ­ 
d a y afternoon a t 1:30 o’clock. 
J uni or choir rehearsal S a tur d a y 
a fternoon a t .3:00 o’clock. 


CARD OF T H A N K S 
W e wish to express our a ppr e ­ 
ciation and g r a t it u d e to our neigh- 
j hors and friends for the ir m a ny 
| ac ts of kindness d uring our rece nt 
! bere a ve m e nt in the loss of our 
d e a r husb and and father, 
Mrs E. M. W eed 
and Children 
Adv.27 4tl* 


If Christma s card* are desired 
they sho uld he o rdered no w a* all 
deliv eries are especia lly slo w. 
tf 


A noth er one of those int r a m ur a l 
_ 
defense sc ra ps is on thisi time be- 
w 
Mother» — R e ports on Red 
tween oil coord inators Davies (for , 
v 
Ickes i and the Maritime Commis- 
Cross sewing and a r um m a ge sale 
ston 
Both say they a re in c h a rge 
were 
he ard 
by the 
Lee C ounty 
of d is trib uting the ta nk e r s which W orld W a r Mothers y e s t e r d a y aft- 
B ritain is returning. 
ernoon in the G. A. R. hall. 
A 


The Republic of Soviet Karelia, 
h ali the size of Finland, has ab out 
35,000 lakes. 


Ohio's sa ndstone is used e xte ns­ 
ively in the m a nuf a c tur e of gr i nd ­ 
stones, 
and 
t.he 
state 
produces 
more of these tha n all the oth er 
s t a t e s combined. 


The lob would nom ina ll y fall to , C h ris tm a s pa r t y w as planned for 
I a t a n k e r c om m itte e 
composed of 
L * 
Da v ies, c h airm a n, one re pre se nts - 
Dec. 
to be fe a ture d by a scram 
tive of th e 
M a r i t i m e 
Commission ) hie luncheon, a gift exchange , and 


<**a scorarsi d*a any 


O R D E R Y O U R 


and th ree naval officers, but the 
M C. 
does 
not like its minority 
posititon on th at committee. 
Since the scrap broke, Roosevelt 
has 
na m e d 
t w ithout 
a nnounc e ­ 
m e nt) a noth e r c om m itte e 
to h a n ­ 
dle oil service for foreign nations 
S ta t e S e c re t a ry Hull. I r k e s and 
C h a irm a n 
Land of the Mar itime 
Commission 
This c om m itte e will 
allocate oil. and pre s um a b ly also 
ta nk e r s for tr a nsporta tion abroad. 
On this committee, Mr. Iekes is 
one 
and alone 


a progr a m to be planned by Mrs. 
j 
Cora Ethridge. 


Mrs. 
Miller presented 
a 
past 
president's pm to Mrs. Eth ri dge, i 
At 2 
p. m. Sunday , the c h a pte r 
will place a m a r k e r a t the gra ve 
of Mrs H ardestv. 


\V. R. C.— M em bers of the Dixon 
W om a n's Relief Corps will meet 
in the G. A. R, hall at 2:30 p. m. 
Monday . 


H a p p y Birthd a y 


\ 0 \ F M B F R T! 
J. Frazer. D. H S principal. 


Church So cieties 


\ o 
\ EMBER *M 
F r a n k 
J 
Miller; Rosely n Leg- 
ner. route t. Ferne I cFevre 
Pal- 
: m vr a ; Lois T arr. E arlvi’Je 
F.tch- 
I ard Rabel. West Brookly n. 


Albany , Ga., Nov. 22— ( A P ) — 
Five Dawscn, Ga . residents were 
killed instant ly and a sixth injured 
in the crash of an automob ile and 
a t r a m on Alb any outs k irt s late 
last mgh t, police reported today . 
A radio in the c a r w as play ing 
w hen police arrived. 


CARDS 
NOW/ 


Suddenly 
Diana 
smiled. 
She . 
had seen beneath the forbidding up h er mind? 
cx erior. ‘ I think,' she said, "y ou 
(To Be Co ntinued) 


tettiti! 


A m om a 
Class — The A m om a 
class of the Fir st B apti st S unday 
school is to meet in the church 
basem ent for a scramble supper, 


Fore closure s of fa r m m or tga ge s 
declined 30 per r e n t in the last 
fiscal 
vear. 
reaching 
the lowest 
level since 19 34 
There were 13,- 
133 in the U. S as c om pared with 


Of the $1,327.277.000 paid state 
tr easuries in 19 40 by m otorists 
$870.136,000 w a s for s ta te ga so­ 
line taxes: $439 .178.000 for m otor 
vehicle 
licenses: 
and 
$17.9 13,000 


— FR O M — 
B. F. SHAW 
PRINTING CO. 
124 E. FIRST ST. 
DIXON 


Tuesday cvamng. 
¡ 25 ,8 6 1 in the previous fiscal y ear. 
¡ wa s for motor carrier levies. 


Dix on, Illinois, Saturday , November 22, 19 41 
DIXON EVENING TE LEG RATH 
Paj? e Five 
F a n fa re 


By DON DANIELSON 


SATl RDAV'S SATURATION POINT 
. . . game-goers . . . Brothers Cal and Joe Gillen and 
dates, Elaine Moerschbaecher and Patty Curran left this 
morning for South Bend, Ind., to attend the Notre Dame- 
Southern California football game 
. . . the lucky people • • . 
• 
* 
* 


. 
. 
. 
scooping the snoop 
. 
. 
. taking advantage of the 
Thursday night recess of the Chauffeurs & 
Helpers Union 
Bowling league, Way ne Stoncsifer and Roy Burns of the 
Dohrn team . , . and their wives . . . were seen dancing to the 
music of Kay Kyscr and his band at the armory in Rock­ 
ford . . . 


J a mes Co nze ima n J o Sp ea k a t Annua l Gyro Grid Fea st 


. . . on “furlough” . . . Bill Witzleh, frosh candidate for 
basketball at Bradley Tech (Peoria), is spending the holiday 
week end here with his family 
. . . Bill Shultz, former Dixon 
v arsity eager, 
is also here for the turkey day feast . . . Bill 
is a candidate for freshman basketball team at the Univ er­ 
sity of Wisconsin . . . Bob Austin, student at the Univ ersity 
of Illinois, is also here for the week end . . . and if you 
couldn’t find him today, he was probably out hunting . . . 
* 
* 
# 
. . . down the alleys . . . most consistent bowler at the 
Dixon Recreation last night was Elmer Klein with 142-140- 
111 
. 
. 
. 
Dewey Adolph was a close second with 157-155-153 
. . . repeaters were: Wolfe with 19 0-19 0 . . . Clapp with 178- 
178 . . . 
* 
* 
* 


. . . to Zup’s farewell . . . among those from Dixon who 
will see Coach Bob Zuppke pilot his last game for Illinois to­ 
day are . . . Mrs. Pearl Babcock, Mr. and Mrs. John Mills, 
Mila W ohnke and Ev elyn Schmidt . . . the Illini play North­ 
western at Ev anston this afternoon. 


. . . who and where . . . Fred Gardner of Rochelle wall be 
one of the officials at the Iowa-Nebraska game today . 
Frank Birch of Sterling will call ’em at the Michigan-Ohio 
State skirmish . . . 
# 
* 
* 
. . . coming ev ents cast their shadows . . . at Belv idere 
last night the Boone county cagers opened their 19 41-42 
season with a 59 to 19 loss to Morton high school of Cicero 
last year’s state champions . . . it was Belv idere’s first game 
under Coach Dean Carter who has been forced to build 
team without a neturning letterman on the roster . . . Dixon 
plays Belv idere twice during the coming season . . . 
# 
* 
• 


. . . officers elected . . . the Legion Rifle club held its 
first meeting of the season recently and elected officers . . . 
president, John Brasel . . . v ice president, Frank Stebbens 
secretary-treasurer, Vernon Schnell . . . range officer, Cecil 
Xattress . . . publicity officers, Harvey Foote . . . anyone in­ 
terested in rifle shooting is inv ited to join . . . meetings are 
held each Tuesday night at 8 o’clock at the club range on 
Main street in Lee Center . . . the club welcomes matches 
wuth other clubs 
. 
. 
. address Range Officer Cecil Nattress, 
Amboy, 111., R. F. D. . . . 
# 
• 
* 


. . . red hot basketeer . . . Sergeant Earl Flanagan, son 
of Mrs. Emily Flanagan of Dixon, scored a total of 61 points 
in four basketball games as his 11th School squad won the 
post league title recently . . . Earl counted 22 points in "he 
final game wuth the quartermaster team . . . the post 
team under the coaching of Lt. Paul B. Loftus has a 
21- 
game schedule this season which includes, serv ice, amateur 
and college teams of Illinois, Missouri and Wisconsin . . 
Earl has been selected from the post players to represent 
Scott field on the first-string team. 
# 
• 
• 


. . . week end match games . . . Dixon Recreation bowlers 
meet Sterling Recreation pinmen in a match game here to 
night at 8 o’clock . 
. 
. tomorrow afternoon 
at 2:30 the Heide- 
man-DeClerk Recreation Ladies bowl the Dixon Recreation 
Ladies . . . and the men of the same recreations meet at the 
same hour . . . Beloit meets Reynolds Wire . . . and at 3 
o clock the Kewanee 77 Club meets the Dixon Recreation 
Comets . . , 
• 
• 
* 


. . , land of palm trees and dancing girls . . . Bill Krug, 
son of Mr. and Mrs. John Krug of Dixon, is now doing radio 
w'ork on the aircraft carrier Lexington and is reported to be 
stationed at Hawaiian Islands . . . Fred Bovey , son of Mrs. 
William Bovey of Dixon, was also a recent v isitor at the is­ 
lands . 
. 
. P>ed is a cadet in the Merchant Marine, sailing on 
the S. S. President Tyler . . . 
* 
* 
• 


. . . turning on the heat . . . Lee high school’s basketball 
players, known last season for their high scorers, are follow­ 
ing a similar pattern this year . . . Wednesday night the 
Lee 
quintet walloped Harmon, 41 to 13 
. 
. 
. high scorer of the 
game was J. Prestegaard of Lee with 16 tallies . . . other Lee 
scorers were N. Johnson with 13 
. 
. 
. A. Johnson with 10 . 
. 
. 
J. Hermann with 2 . . . Farley scored sev en points for Har­ 
mon . . . 


DIXON SQUADS TO 
BE GUESTS AT 11th 
ANNUAL BANQUET 


Coach 
of 
Cardinals Pro 
Football Team To Be 
Guest Speaker 


SEN N EFF S C O R E S 
606 A S C A F E M E N 
S W E E P S E R I E S 


Aims to Give Longhorns Bum Steer 


OVERLIN BEATS 
HOSTAK IN RING 


over 
Mike 


New York, Nov . 22— (AP) — 
Seldom has any ranking fighter 
receiv ed a more thorough, more 
humiliating 
beating 
than was 
handed out to A1 Hostak, former 
N. R. A. middleweight champion, 
by the v eteran Ken Ov erlin last 
night at Madison Square Garden. 
Making his debut in New York, 
the Seattle, Wash., battler was 
completely outclassed, losing all 
but possibly One round of in. Ov ­ 
erlin. former New York State mid­ 
dleweight king, had astonishingly 
easy picking. 
Round after round, it was the 
same. 
Giv en an artificial spur by an 
oxygen tank in his corner. Hos­ 
tak answered ev ery bell by storm­ 
ing out and trying to knock the 
wily Ov erlins head off. For about 
a minute, usually less, he fought 
furiously, 
swinging 
wildly and 
mostly missing. 
Beaton Like a Brum 
Then, suddenly he would wilt, 
and for the remaining two minutes 
Ov erlin would beat 
him 
like a 
drum. 
The decision was unani­ 
mous among the three 
officials. 
The crowd of 8,000 only groaned 
its opinion of the fight as a whole. 
Toward the last both men bled 
fiom small gashes near their left 
eyes, the only 
v isible 
damage. 


unanimous 
decision 
Kaplan of Boston. 
McCoy earned a ahot at Ray 
Robinson for December 12, with 
the winner of that one promised 
a bout with Welterweight Cham­ 
pion Freddy Cochrane sooner or 
later. 


FAREWELL TO ZUPPKE 


Evanston, 111., Nov. 22— (AP) — 
It was farewell to Bob Zuppke to­ 
day as Illinois, play ing its final 
game under the little Dutchman 
who 
has been ita coach 
for 
29 
y ears, battled Northwestern in a 
Big Ten game. 
Zuppke resigned 
his post at Illinois early this week. 
The Wildcats 
losers 
by 
one 
point decisions to Minnesota and 
Notre Dame and by seven points 
to Michigan, 
were favorites in 
this last game of the season but 
there was the hint of an upset by 
an Illini squad battling to win the 
last one for Zuppke. 


IOWA VS^ NEBRASKA 


Lincoln, Neb., Nov . 22—(A P)_ 
Iowa's Hawkeyes, 
bruised 
from 
last week's 34-13 beating by Min­ 
nesota, 
looked 
forward 
to 
an 
easier time today against the Ne­ 
braska Cornhuskers, loser in fiv e 
straight games. 
Iowa, which has finished with a 
500 or better rating each of its 


Jam es Conzclman, coach 
and 
v ice president 
of 
the 
Chicago 
Cardinals 
professional 
football 
team, will be 
the guest speaker 
when the Gyro club entertains the 
high school football 
squads here 
next Thursday night. 
Known 
as 
one of 
America's 
greatest humorists and after-din­ 
ner speakers. Conzelman has had 
a brilliant career 
in a v ariety of 
ident. 
This year's banquet for the 19 41 
football teams is the 16th annual 
ev ent at which the Gyros 
hav e 
been hosts 
Heading the banquet 
committee this year 
is Ken Det- 
v v eiler as chairman with Willard 
Jones, Eldon Myers and I^eo Miller 
as his aides. The feast will be held 
at the Lov eland Community House 
starting at 6:30 and George Lind­ 
quist is to be 
the 
toastmaster. 
Ray Wilbur is the club's new1 pres­ 
ident. 
e 
Colorful Figure 
To sports 
writers 
throughout 
the country “Jimmy” Conzelman 
is one of the most colorful figures 
in the annals of football, a 
man 
who as both player and coach has 
wrought miracles. To sports fans 
and to thousands of others with 
only a mild interest 
in athletics. 
Conzelman is raconteur extraord­ 
inary. He’s met and held his own 
on the gridiron with such stars as 
Red Grange, Jim Thorpe and “The 
Four Horsemen”. 
He coached a 
professional team into a national 
Championship 
(the 
Prov idence 
Steam Rollers 
in T9 2S) 
and his 
Washington univ ersity teams won 
three Missouri Valley titles. He is 
now coach and v ice president of 
the Chicago Cardinals, and in ad­ 
dition, is a sports columnist for 
King Features Syndicate, 
whose 
articles appear in scores of news­ 
papers throughout the country. 
Great as these achiev ements in 
the field 
of sports are, 
it is his 
amazing v ersatility, his talents in 
other field, that has rounded out 
the personality 
of the man who 
has come to he recognized as 
a 
great after-dinner speaker. 
Is a Songwriter 
Conzelman is a songwriter with 
ten published songs to his credit, 
including 
such one-time 
hits as 
‘‘Fool s Paradise” 
and "What 
a 
Baby.” He played the part of the 
coach in 
the St. Louis Municipal 
Opera's 
production 
of 
“Good 
News” and is slated for 
another 
role there soon. 
He's sold art in 
Greenwich 
Village, been 
a press 
agent and edited a suburban week­ 
ly newspaper. He plays the piano, 
the banjo and the guitar and has 
directed dance bands. 
As an author, Conzelman 
has 
written sev eral articles for “The 
Saturday Ev ening Post” and one. 
entitled 
“That's 
Football 
For 
You”, was credited 
by rritirs as 
being the best football article of 
19 37. 
“Jim m y” was born In St. Louis, 
went to the public school there 
and then on to Washington 
uni­ 
v ersity. 
World W ar T interrupted 
his college career and he entered 
the Great Lakes 
Nav al Training 
Station where he became the mid­ 
dleweight boxing 
champion, un­ 
beaten in 26 fights at 160 pounds. 
Back at Washington univ ersity 
in 19 20, he was named all-western 
quarterback. Then elev en years of 
professional football. 
He started with the old Staleys, 
one of the first 
national profes­ 
sional football teams, in Decatur, 
later 
to become 
the 
Chicago 
Bears. 
From Chicago Conzelman went 
to Milwaukee, where he doubled as 
quarterback 
and coach 
for the 
Milwaukee Badgers 
His pro grid 
trail 
led to 
Detroit 
where he 
bought his own franchise. 
Two 
years later he sold it for $50 (it's 
now worth a quarter of a million) 
and mov ed on to Prov idence where 
he coahed and 
played 
for four 
years. 
In 19 28 
his 
Prov idence 
Steam Rollers 
won the national 
title. 
In 19 32 Conzelman returned to 
college football 
as coach at 
his 
alma mater. 
In the eight years ; 
that followed, his Washington uni­ 
v ersity teams won three Missouri 
Valley Conference championships, 
the only ones ev er won by the in­ 
stitution. 
I^ast year Conzelman 
went to the Cardinals last year. 


After the Thanksgiv ing stuffing, 
it is hard to explain how any one 
can digest anything— but that was 
no light lunch 
the boys in 
the 
Dixon Cafe bowling quintet dished 
up at the Dixon Recreation last 
night where they won three 
games 
and increased their Major lead to 
two games. 
In sweeping 
the 
series 
from 
Hunter Company, the cafe crew 
set a new high team series recoiri 
with 3003. 
Leading the winners 
was Dale Senneff with a 606 se­ 
ries counted with games of 175- 
216-185. 
Clapp scored 545 to lead 
the losers. 
Dixon 
Paint won 
two games 
from Schlitz. 
High scorer for the 
winners was Daschbach with 511 
and McBride rolled 475 for the 
losers. 
Freeman Shoes won two games 
from Huh Tav ern as Myers to­ 
taled 510 for the winners and 
Nepil counted 489 for the Hub. 
Sunnybrook 
won 
two 
games 
from Reynolds Wire. 
Leading the 
winners was Klein with 512 and 
Bishop scored 554 for the losers. 
High games last night included 
those of Wilbur 210; Shawger 200; 
Bishop 214; 
Senneff 
216; 
Det- 
weiler 225. 
Scores and standings: 
MAJOR LEAGl E 
W 
Dixon C a f e ............................21 
Reynolds W i r e ...................... 19 
Dixon P a i n t .......................... 18 
Sunny brook ......................... l 


MANY REFUSE TO 
TAB MINNESOTA 
AS EASY SHOO-IN 


P l B M E w M . - 


Vggies it ally flatten ’em out for their mainspring. Derace Moser, who sends them into the Tex as 
ga me undefeated. 


L 
9 
11 
12 
13 
16 
19 
19 
21 


U U I H l > M l U M I A • • • • • • • • • • • • • 
J. I 
Hub "Tav ern 
....................... 14 
Hunter Co........................ 
] l 
Freeman Shoe ...................... 11 
Schlitz B e e r .............. 
9 
Team Records 
High team series— 
Sunnybrook 
.......................... 1060 
High team series— 
Dixon Cafe ............................ 3003 
Individual Record* 
High Ind. gam e— 
J. Johnson 
.............................. 258 
High Ind series — 
E. Worley 
................................ 648 
Dix on Cafe 
Senneff 
------- 175 
246 
185— 606 
Dysart ......... 125 
185 
167— 477 
Detweiler 
. 
. 
225 149 
189 — 563 
Wolfe ......... 19 0 
19 0 
173— 553 
Worlev <av « )19 0 
19 0 
19 0— 570 
78— 234 
9 82—3003 
H andic ap 
. . 
78 
78 
Tota l . . . . 9 83 1038 
Hunter Co. 
Mitchell 
. . . 
138 
9 9 
Knox . . . . . . 154 
165 
Clapp . . . . . . 189 
178 
Stimson 
. . . 
145 
127 
H e n ry . . . . . 
87 
142 
H a n d ic a p 
. . 215 
215 
T otal . . . . 9 28 
9 26 
Schlitz 
Beer 
Maloney 
. . . 
149 
150 
Cottle ‘ 
. . . 
119 
80 
Kaon 
. . . 144 
9 3 
Reichons- 
bcrgor 
. . . 114 
107 
McBride 
. . . 
121 
171 
Han d ic ap 
. . 214 
214 
Tota l . . . . 861 
821 
Di\nn Paint 
W ilbu r . 
. . 
210 
160 
Trimble . . . . 131 
135 
Johns on 
. . 
154 
181 
S c he rtn e r 
.. 145 
168 
D aschbach . 185 
183 
Ha n d ic a p 
. . 
89 
89 
Total . . . . 9 14 
9 16 
Freeman Shoe* 
F a g o . . . 
177 
173 
Sm ith . .. . . 
154 
120 
Peterson 
. . . 160 
161 
P e r r y 
. . 
179 
142 
M yers .. 
. . 160 
176 
H andic ap 
. . 19 3 
19 3 
Tota l . .. 1023 
9 65 


9 2- 
9 9 - 
178- 
160 
133 
215 
877- 


127- 
125 
147- 


120 
183- 
214 
DIB­ 


ITS - 
129 
144- 
19 1 
173- 
89 - 
885- 


148- 
132 
116 
137- 
174- 
19 3- 


- 329 
- 418 
- 545 
132 
- 361 
- 645 
2731 


- 432 
- 324 
- 384 


- 341 
- 475 
042 
-259 8 


- 526 
- 39 5 
- -179 
- 507 
- 541 
- 267 
-2715 


- 49 8 
- 406 
- 167 
- 458 
■ 510 
579 


Sports Roundup 


By III (.11 I LLLERTON, JR. 
New York, Nov . 22.—(The Spe­ 
cial News Serv ice)—This should 
be a great day for the boys sit­ 
ting around the stov es in South 
Dakota's 
rosebud 
country. 
Bob 
Robertson, 
Southern 
California's 
star back, was born in Plneridge, 
S. IX, just a hop, step and fair- 
druggists up to a tic for fifth | sized jump from Winner, S. IX, 
home town of Notre Dame’s Frank 
Leahy 
. 
. 
. Inside tip is that Ford- 


13 to I ham and Duke already have been 
! signed for the Sugar Bowl and 
Missouri can hav e 
the 
Cotton 
Bowl or Orange Bowl bid . . . Con­ 
gratulations are in order for Pete 
Coscarart of the Dodgers (a boy ) 
and Fighter Lem 
Franklin 
(a 
Kiri.) 


Playoff Ties Two 
L a di e s ' Bowling 
T e a m s for Fifth 


Better late than nev er was the 
theory of the Villiger Drug Store 
bowlers who last night defeated 
Kathrv n Beard's team three games 
in a postponed 
Ladies’ 
League 
match. 
The v ictory boosted the 
up 
place with the dress shop team, 
Lorene Beauty and Dixon Cafe. 
All hav e won 14 and lost 
date. 
In 
last night's match 
Huv ett 
paced the winners with a 460 se­ 
ries and Smith rolled 453 for the 
losers with Klein and Shawger 
one pin behind with 452 


9 30—29 18 


Klein . .. 
Longman 
Trei . . . . 
Nepil ........... 129 
Wilhelm . 
Handicap 
Total . 


Huh Tav ern 
. 142 
140 
. 130 
. 106 
160 
117 
19 3 
132 
19 9 
9 11 


141- 
175 
138- 
167- 
137- 
19 9 
9 57 


Shawger 
Hess . . . 
McCardle 
Dwyre .. 
Klein . . . 
Handicap 
Total . 


.. 104 
. . 19 9 
. . 810 
Sunnvhrook 
. . 
200 161 
.. 
109 187 
.. 
171 -79 
. . 
165 161 
.. 
166 19 6 
.. 
9 9 9 9 
.. 
9 10 9 83 
Rey nolds Wire 
.. 
156 183 
189 


- 423 
- 465 
- 361 
- 489 
- .373 
- 59 7 
2708 


136— 49 7 
125— 421 
158— 508 
H 4 - 470 
150— 512 
9 9 — 29 7 
8 12-27 05 


Becker ___ 156 
183 
189 — 528 
Rawden . . . 
139 
151 
115— 405 
Adolph 
___ 157 
155 
153— 465 
StultZ ......... 108 
146 
123— 377 
Bishop ........ 177 
163 
214— 554 
Handicap .. 
129 
129 
129 — 387 
Total ___ 866 
9 27 9 23—2716 


OHIO STATE VS. MICHIGAN 


FIGHTS LAST NIGHT 


( B y T h e A s s o c i a t e d P r e s s t 
New York 
Ken Ov erlin, 163’i, 
Washington outpointed 
Al 
Hos­ 
tak. 
162 . Seattle, 
Wash.. 
(10) 
Adam Pianga (Young Kid McCoyt 
147*2. 
Detroit, 
outpointed Mike 
Kaplan. 147!2, Boston. (10). 
Lynn, 
Mass. - — Bill 
Weinberg, 
19 5 
Chelsea 
Mass. 
outpointed 
Mike Alfano, 200 New York (10) 
Highland 
Park 
N 
J 
Joe 
Lynch. 
156. Plainfield, N J 
out- 


There was no knockdown. 
Hostak to break even for the 1941 
season, 
threw 4b rights that 
might have The Hawkey es had won tnree and 
chilled 
Overlin. 
but 
all of them lost four games previous to today . 
whistled past the v eteran's le f t 1 
__________ 
___________ 
___ 
ear. 


ErJLV10U* *W0 seasong 
under 
Dr- Pointed Francisco Montanari! 152. 
Eddie Anderson, needed a victory New York. <8 ). 
Worcester, 
Mass. 
— Waddell 
Washington. 
159 , 
Springfield 
Mass, drew with Harv ey Massey. 
159 . New Orleans, (10 c 


Ann Arbor, 
Mich , 
Nov . 
22— 
Ohio State 
and 
Michigan—two 
football teams still clinging to the 
shred of hope that the Western 
C o n f e r e n c e 
co-championship 
hinged on the outcome -m e t today 
in the 38 th renewal of their series 
before a sell out crowd of 85,753. 
While each team has lost only 
one game the Wolv erines ruled a 
fav orite at odda aa long as 2 to 
1 to conquer the Buckeyes for the 
fourth straight year 
To the winner goes runner-up 
honors in the Big Ten or a share 
of the title should undefeated Min­ 
nesota fall before Wisconsin 
Michigan entered the game at. 
full strength, but injuries to full­ 
back 
Jack 
Graf, 
tackles 
L*on 
Schoenhaum and Jim Daniell and 
Guard Lyn Huston 
all regulars— 
hampered Ohio State 


FOR OLD OAKEN BUCKET 


Bloomington, 
Ind., 
Nov . 
22 - 
(AP)- Indiana, refreshed by an 
idle day last Saturday which gav e 
it two weeks to prepare for this 
game, clashed with Purdue today 
ov er the old oaken bucket, symbol 
of football supremacy between the 
two s' bool* 
The Hoosiers sought 
their first Big Ten v ictory, the 
Boilermakers their second 


Scores: 
Kath rvn 
Klein 
. . . 162 
F r e v (a v e ) . 
1.31 
Poole 
. . 
128 
S ha w g e r 
. . . 144 
Sm ith 
. . . . 153 
H andic ap 
.. 
110 
T o ta l . . . . 828 
\ illiui-r 
S tr o u p . . .. 
133 
Slothowei 
. 
102 
Cin n am o n 
. . I l l 
H anson 
. . . 
119 
H u ye t t . 
. . 
134 
H a n d ic a p 
. . 238 
Tota l . . . . 837 


163 
131 
112 
180 
115 
1 10 
811 
¡» rug 
131 
104 
106 
8 6 
177 
238 
812 


127 
131 
152 
128 
155 
110 
803- 


131 
136 
104- 
154 
149 
238 
9 15 


- 452 
- 39 3 
- 39 2 
- 452 
- 453 
330 
2472 


39 8 
■ 312 
- 321 
- 359 
- 400 
714 
259 4 


W indup Grid Tilts 
Last N i g h t Bring 
Quota of Surprises 


New York, Nov . 22 -i AP) — A 
handful of college games added a 
few finishing touches to the fad­ 
ing football season last night hut 
ev en that meager progra i pro­ 
duced its quota of surprises. 
Although Miami, Fla., Univ er­ 
sity has won sev en of eight pre­ 
v ious games, it was the underdog 
that came through to beat South 
Carolina, a Southern Conference 
club that boasted v ictories ov er 
North Carolina, Clemson and Fur­ 
man and a tie with Wake Forest. 
South Carolina scored a touch­ 
down in the opening period, but 
missed the kick for extra point. 
Miami came from behind with a 
second-quarter touchdown and Joe 
Petroski kicked the winning point 
for a 7-6 decision. 
Orchid Bowl TtMim 
Loses 
Louisiana college, 
which plays 
the Univ ersity of Mexico in the 
New Year's Day 
Orchid 
Bowl 
game at Mexico City, went down 
before 
Southwestern 
Louisiana, 
14-10. 
Tampa romped ov er a te am from 
MacDill field, 67-2, but, 
Georgia 
Teachers had no such easy sled­ 
ding in a 13-6 triumph ov er South 
Georgia. 
Presbyterian 
stopped 
Rollins 
14-6 
Quachita blanked Arkansas 
Tech, 26-0. 
Mississippi college ran 
ov er the 113th medical regiment 
from Camp Shelby, 56-0, 
On the Pacific Coast. Portland 
upset Pacific Lutheran. 20-6 


Quotable Quickie 
Mrs. Dudley S. De Grnot (wife 
of the Rochester U. coach): 
"I 
never have to look at a calendar 
to realize that the basketball sea­ 
son is here and that football is 
finished. When Dud comes home 
to dinner on time, the football sea­ 
son officially is over.” 
* 
* 
* 
Football Frica**ee 
Georgetown is going in for real 
big-time football starting in 1943 
The 
schedule 
hasn’t 
been 
an 
nounced y et but insiders say it 
will be like Pitt's was this season 
only the Hoy ns will have a team 
to match . . . Walt Kiesling, the 
Pittsburgh Steelers’ coach, gives 
Buff Donelli credit for Installing 
the sy stem that enabled the steel- 
ers to knock off Brookly n . . . Vic 
Henson, former Sy racuse star and 
coach, has Just 
been 
appointed 
athletic director at Manlius Prep, 
where he started his grid career 
. . . Reversing previous rumors, 
it's now reported that Joe Rhee- 
ketski will get a fresh one-y ear 
contract at Holy Cross. 
* 
• 
* 
Today ’s Ourst Star 
Dirk Dashiell, Asheville (N. C.) 
Times “ Wonder with what shades 
of red faces the two teams con­ 
cerned remember Stanford's play 
era say ing a few weeks ago that 
they prelerred to play Tex as in 
the Rose Bowl? ” 
Si 
* 
* 
Str-r-r-lk* 
When Governor Sumner Sewell 
of Maine tossed a perfect strike 
in pitching out the first ball for 
the 19 41 s t a t e Semi-Pro Baseball 
tournament, he made things tough 
for a lot of other governors. Prex y 
Ray Dumont of the National Semi- 
Pro Congress 
has cooked up a 
contest for governors to open the 
19 42 state tourney s. 
Each 
will 
he required to pitch until he misses 
the plate. The one who throws the 
most, strikes will be titled the 
“ best pitching governor.” 
0 
0 
0 
Odd*— And Some Ends 
The death of Prof. Charles 
E 
Chapman of the University of Cal­ 
ifornia last week cost t.he Cin­ 
cinnati Reds one of their most 
v aluable scouts He turned up such 
players as Chirk 
Hafey ( 
Tay lor 
Doughit, Ives Scarsella 
and 
Lee 
Grissom. 
PACIFIC 
LUTHERAN 
F A L L S 
FROM 
U N B E A T E N 
CLASS 
SOUTHERN CAL VS. IRISH 


Tacoma, W ash, Nov . 22 
(APi ! 
South 
Rend, 
Ind, Nov , 22 — 
Pacific 
Lutheran, the colorful : 
Southern California s dan- 
httie giant of Pacific northwest Serous west coast elev en sought 
football has fallen from its pin- ] L>day to stop Notre Dame in its 
narle of the gridiron select. 


Northwestern to 
Present Plaque to 
Coach Bob Zuppke 


Evanston, 111., Nov. 22 — (AP) 
Bob Zuppke’s 29 y ears of service 
as Illinois’ football coach was the 
subject 
of a silver plaque which 
officiala of Northwestern univer­ 
sity planned to present to the vet­ 
eran mentor prior to today * game 
between the Illini and Wildcats. 
Zuppke s career ss Illinois coach 
ends 
with today '« 
game. 
The 
plaque was to be 
preaented 
by 
Northwestern's athletic 
director, 
K. L. Wilson, with 
Burt Ingwer- 
son. Northwestern line coach who 
once play ed under Zuppke, taking 
part. 
The plaque waa inscribed: 
“ To Robert Zuppke: 
“ In recognition of hia 29 y ears 
of distinguished services as foot­ 
ball coach 
at the University 
of 
Illinois. 
“ For his inspiring adherence to 
the high ideals of sportsmanship. 
"For his many noteworthy and 
lasting contributions to the game 
of football. 
“ And for his untiring and de­ 
voted loy alty to college athletic« , 
which will serve aa an enduring 
ex ample to the y outh of America. 
“ Northwestern University .” 


Gophers Seek Their 1 7 th 
Straight 
Victory 
in 
Game With Badgers 


Minneapolis, 
Minn., 
Nov . 22— 
(A P )— Minnesota's 
powerfully 
armed Gophers turned their 
big­ 
gest guns on Wisconsin today and 
one 
of football’s 
most 
highly 
prized doubles—the Big 
Ten 
and 
national championships. 
Winner of 16 straight victories 
in a streak begun in 19 39 , Minne­ 
sota was favored to wind up 
ita 
second straight season in posses­ 
sion of the Western 
Conference 
crown and first place in the As­ 
sociated Press national 
ranking« 
poll. 
There 
were 
many , 
however, 
who refused to tab Minnesota as 
an easy 
“ shoo in” 
against 
the 
high scoring Badgers 
led by the 
redoubtable sophomore, Pat 
(Hit 
’Em) Harder. 
A Badger victory 
would 
open the way for 
either 
Michigan or Ohio 
Sta te— oppon­ 
ents today —to cut into the Big 
Ten title on which Minnesota a l­ 
ready holds a half interest. 
May Depend on Weather 
The weather may have a lot to 
do with the outcome. 
The fore­ 
cast said high 
winds and snow 
were probable 
and 
on n slushy , 
gale swept 
gridiron could come 
the break which might send 
the 
Gopher football 
fortress 
crum­ 
bling. A victory for the Gopher* 
who led the Associated Press 
ranking through most of the sea ­ 
son—will give the school a record 
of six Big Ten championships In 
eight y ears. 


Undefeated and 
untied in 18 
games ov er a 
..hree-year span. 
F'arific Lutheran lost to Portland 
Univ ersity, 2 0 to 6, last night, and 
saw v isions of a possible pozt-sea- 
son howl inv itation washed out. 
Pacific Lutheran, which won three 
successiv e Washington 
Intercol­ 
legiate conference titles is a co­ 
educational scho< ! of less than 400 
students. 


Overlin weighed 163J2. Hostak 
162 
The other 10-rounder saw 
FLd McCoy 
of 
Detrmt 


SHIRK KV KEY MAN 
New 
York — Coach 
Frank 
Boucher say s the 
torn muscle in 
threw the 
_ers out of 
sear. 


» « y a 
me 
torn 
v ounsr Alex Shibicky s 
back 
i 
_ 
~ N>w York hockey Rang< 
scora a r**r. 


Waterbury, Conn -E ddie Dolan 
147, WaterSury, won by technical 
knockout from Eddie Guerra. 153, 
New York (5). 
Hollywood. 
Galif -Baby Ariz- 
mendi. 
142. 
Mexico outpointed 
Baby Breese, 137s2. 
Manhattan, 
Kan., (10). 


IRI'» H DR \W ( ROW DR 
Notre 
Dame 
Capacity crowds 
hav e seen 
Notre 
Dame against 
Armv , 
Nav y Northwestern 
and 
Southern California. 


VOI NG W II LARD IN VKWY 
Fort 
Ord 
Calif. 
Carp Jess 
j Williard J r . 
son of the 
former 
j heav yweight 
champion. 
plays 
quarterback 
for 
the post 
team 
; here 


PENN DRAWS 420,000 
Philadelphia—With 
the 
73,371 
Department of agriculture eati- » eat» for 
the 
Cornell 
game 
so 
. 
,, 
.. 
, qui( ki.v 
sold 
out Pennsylv ania s 
mates the 1J41 cotton crop as 11,- total attendance 
for 
the season 
061,000 balea. 
va s swelled to 420,000. 


quest of its first undefeated foot 
hall season since 
Knute Rockne s 
last squad turned the trick in 19 30. 
The 
Irish 
previously defeated 
Arizona, Indiana, 
Georgia Tech. 
Carnegie Tech, Illinois, Navy and j 
Northwestern hut was tied by the 
Army in a scoreless battle 
All 
56 000 tickets w ere sold two weeks , 
ago. 


H IR D ER ’S IBM uhF.il 
Clev eland 
Mel 
Harder, 
w ho ! 
submitted 
to an arm 
operation ! 
following his release by Clev eland. 1 
reorts that his salry slingshot is 
strong again. 


DEÍ ORREVONT A RED MAN 
Ev anston 
Bill de<‘orrev ont is a 
rabid 
Cincinnati 
Red fan. The 
j Northwestern football star's fath- 
; er formerly played on the team. 


Motor v ehicles in the U. S. in 
19 40 
paid 
av erage 
federal 
and 
, state gasoline taxes of $35.16, 


Lack of Medicines 
and Food K e e p s 
M any French in Bed 


New York.— (The Special News 
Service) 
Lack 
of 
proper food, 
actual phy sical discomfort» , and 
shortages of 
essential 
medical 
supplies are keeping thousand» in 
bed and disrupting working, man­ 
ufacturing and school schedules in 
France today 
in both the Ger- 
man-oceupied 
and 
unoccupied 
zones. 
Children are affected the moat, 
even though they get preferential 
treatment for primary 
auppliea 
such as milk, sugar an oranges. 
Birth weight of new-born babies 
has decreased to between five and 
six pounds, doctors report, from 
an average of about seven. Public 
health ex pert* In Paris say infant 
deaths have risen 45 
per 
cent 
above, the last five y ears’ aver- 
age. 
Ex pectant mothers, who alao get 
ex tra rations and 
special 
diets 
which obstetricians say are still 
insufficient in vitamin content, are 
developing serious cases of mal­ 
nutrition, doctors report, because 
they cannot get enough nourish­ 
ment to feed both themselves and 
their unborn babies. 
Two C onditions Appear 
In both the occupied and unoe 
cupied zones, two conditions are 
appearing: 
1. 
Weight declines, which have 
led to popular use of such terms 
as “ armistice slimness” and "oc­ 
cupation slimness.” 
2. 
Weight in- 
as*« of unnat­ 
ural fat, leading 
to 
bloating, 
stomach disorders and skin dis­ 
eases. 
The average persons in France 
eats every meal as if it were his 
last. 
He crams every thing avail­ 
able into his stomach, including 
as much bread as he can get on 
his ration tickets, and swallows 
huge quantities 
of 
soup, which 
generally turns out to be little 
other than vegetables boiled in 
hot water. 
Two hours after eating he is 
generally hungry again. 
Principal weight declines have 
been shown in parents who deny 
themselves food in order to feed 
their children. 


Redskins Hope to 
Check Giants' G rab 
for Pro Grid Title 


New 
York, 
Nov. 22—(A P )— 
After one failure 
to settle 
th« 
western dispute in 
the National 
Professional 
Football 
leagu« , 
Washington’» Redskins move into 
the Polo Grounds 
tomorrow 
for 
their last chance to keep the New 
York Giants 
from grabbing the 
eastern crown. 
Like a growling puppy guarding 
two hones with 
such enthusiasm 
that he goes hungry himself, the 
Redskins are in the peculiar posi­ 
tion of holding 
the key 
to 
the 
championship play offs 
for both 
divisions of the league. 
One opportunity was muffed liurt 
Sunday when the Redskins took a. 
35-21 beating 
from the Chicago 
Bears, who 
remained in 
a two- 
team race with Green Bay for th« 
western title. 
A victory for the. gianta tomor­ 
row would clinch the eastern flag 
and leave the Redskins with noth­ 
ing of any importance ex cept an­ 
other chance to clear up the west­ 
ern race in a game with 
Green 
Bay the following week. 
Parkers v* Steelera 
The Packer*, 
who 
have 
eight 
victories in 
nine atarta 
and ana 
leading the 
Chicago Bear» by a 
half-game in the west, face Pitts­ 
burgh’s stumbling 
Steelers, who 
upset Brookly n 
last 
Sunday for 
their first win of the y ear. 
The Bears go to Detroit to meet 
a crippled Lion club that has lost 
five games while 
winning threa 
and ty ing one. 
At Cleveland, th« 
defenseless rams 
wind up their 
league schedule 
!n a battle with 
the Chicago Cardinals that might 
determine 
the occupant 
of the 
Western Division cellar. 
Brookly n and Philadelphia wil! 
be idle. 


Western Tra velers Were 
Ad vised to Rid e Ho rses 


An Important aid to emigrants 
waa “ A New Guide to the West.” 
published by a Boston firm 
In 
18 ,36, according 
to 
the 
Illinois 
Writers' Project, WPA. 
Prospec­ 
tive emigrants to Illinois, Indiana, 
Missouri, and Michigan were in­ 
formed that the most economical 
way to travel was on horseback, a t 
an ex pense of from 75 cents to 01 
a day . 
The location of 
Illinois, 
which seems to have been a favor­ 
ite destination, was given by lati­ 
tude and longitude, and this data: 
“ Ita ex treme length 330 miles; ita 
extreme width 220 miles; its av­ 
erage width 150 miles, area 59 ,300 
square miles.” 


ROMAN SUBWAY 
A program has been adopted 
for a subway sy stem in Rome that 
eventually will include six under 
ground railway s serving the en­ 
tire city . 


Clean Cotton or Linen Rag* 
4) anted— 4 cent* j>er pound 
B. F. Shaw Printing Company 
tf 


SWALLOW PROOF 
Members of the Jam sect of 
India wear strips of gauze over 
their mouths to avoid inadvertent 
swallowing of an insect, being so 
fanatically devoted to traditional 
Hindu vegetarianism. 
Jains will 
not eat after dark for fear that 
they may swallow an insect. 


The makers of white 
sidewall 
tires say it takes 2 pounds more 
of crude rubber 
to 
make these 
than it does to manufacture black 
ones. The banning of white walls 
will save 6000 tons of crude rub­ 
ber a y ear. 


The 18 -y ear-old dream of a mo­ 
tor road 
from 
Alaska 
to 
the 
Straits 
of Magellan 
may come 
true before many y ears. The high­ 
way has been largely completed 
from Tea&s to Basenoe Aire« , 
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TODAY'S MARKET REPORTS 


Chicag o Liv esto ck 
Chicago, 
Nov. 22—(AP>—Sal­ 
able hogs 400; 
total MOO; nom­ 
inally steady: not enough good or 
choice hogs here to tost m arket; 
quotable 
top 
10.45; 
compared 
week ago: all weights 15©20 nigh- 
er: sows 35© 30 higher. 
Salable cattle 
100; 
calves 100; 
compared Friday 
last week: all 
frades weighty steers 50 to 
100 
igher; strictlv 
choice 
yearlings 
strong to 25 up. hut 
medium to 
good kinds 50 higher; post-holiday 
trade closed slow' on 1200*1550 In 
steers; fed heifers 25©50. mostly 
50 higher for week; cows 50 to 
3.00 up; bulls strong to 25 higher, 
and vealers 
fully 
steady; sharp 
supply curtailment stimulated live 
tranc receipts at seven markets, 
with week including a holiday fall­ 
ing approx imately 
48,000 head 
under a week 
earlier; 
local re­ 
ceipts down 15,000 head; choice to 
prime 
long 
yearlings topped a t 
12.9 0; nex t 
highest 
prire 12 85; 
choice heifers 
to 
12.<5: 
steers sold freely 
at 11.00© 12.25, 
1550 lbs reaching 11.75. and 1300 
dbs 12.40: common 
and 
medium 
killers 25©50 up; stock rattle ac­ 
tive. 25 higher; 
weighty 
cutter 
cows closed at 7.00; heavy sausage 
bulls 9 .25, and choice vealers 13.00 
Salable sheep 2.500 
total 2,- 
700: compared Friday last week- 
native and western lambs advanced 
appreciably, largely through the 
influance of supply abridgement, 
rinsing 45-60 higher than late last 
week; 
vearlings 
gained 
25-50 
while 
“slaughter 
ewes 
closed 
strong: week's top native lambs 
11.85; westerns 11.75; with bulk 
sales of good and choice grades 
during the week from 11.00-11.75; 
yearlings 
bu’ied 
at 
9 25-9 9 0 
feeders 
10 25-10.50; 
good 
and 
choice slaughter ew-es closed at 
500-5,50, with lower grades 3.00- 
4.75.Unofficial estimated receipts for 
Monday: hogs 25.000; cattle 17,- 
000; sheep 9 000. 


Chicag o Pro duce 
Chicago, Nov. 22—(AP) (U. S. 
Dept. 
A gr.)—-Potatoes, 
arrivals 


75; on track 470; total U. S. ship 
ments 378; supplies rather heavy; j 
demaind fair; Idaho russets firm 
to slightly stm iger for best qual 
ity; no rthern stock all varieties 
firm for best quality; Idaho russet 
burbanks U. 
S. hio. 
1, 
2.35-55 
Minnesota and No rth Dako ta bliss 
triumphs 1.35-9 0; cobblers 1.35-45 
Wisconsin katahdins 1.40. 
Butter, receipts 752,M0; firm 
er; 9 0 centralized carlo ts 34; rest 
unchanged. 
Eggs, receipts 4,155; steady and 
unchanged. 


Thousands of State 
Work ers Crowd in 
Ov erflow Quarters 


W all Street Clo se 
Allis-Ch Mfg .25%; 
Am 
Can 
73% ; Am Car A- Fdv 27 %; A 
& T 349 %; Am Tnh 521« ; A trh T 
A- S 2 7 \ ; Aviation 3% ; Bendix 
38*4 : Beth St! 58 %; Boeing 19 % 
Borden 21; 
Bo rg-W arner 
20% 
Case 78; Cater T ract 37 %; Celan 
ese 22%; Cerro de Pas 29 ; C A O 
37 %; 
Chrysler 
52%; 
Colgate 
Prod 
49 %; 
Curtiss-W right 
8 %; 
Palm 15%; Consol Air 20%; Corn 
Deere 24%; Du Po nt 146%; E ast 
man 136; G F 20%; Gen Foods 
39 ; 
G M 37 %; Goodrich 21%; 
Goodyear 17; Int. Harv 46, Jo hns 
Manv 58 %; Kennecott 34%: Kro ­ 
ger 28: Lib of Glass 28 %; Liggett 
<0%; Lockheed 28 14! Mars Field 
14 %, Mont Ward 30%; Nat Aviat 
8 %; Nat Bis 16. Nat Dairy 15; 
N Y C 10; No Am Aviat 13; Nor 
Amer 11%; North Pac 6 ; Owens 
Glass 42%; Pan Am 
Airw 18; 
Penney 79 %- Penn 21%; Phillips 
44%; Pub Svc 
NJ 15; 
Pullman 
24%; Repub Stl 17%; Rev Tob 
25%; Sears 65%; Shell lin Oil 
15%; St Brands 4%; St Oil Cal 
24%; St Oil Ind 32%; St Oil NJ 
44; Swift 23%; Un Carbide 7 1%; 
Un Air 13%; Un Aire 39 %; U S 
Rubber 25; U S Steel 53; TT R Stl 
Pf 115%; W U 
2 7 ; 
West E! 
7 5%; White Motor 14%; Wool- 
worth 27; Yellow 
Tr A. 
C 
14; 
Youngat Sh A T 34. 


U. S. Bo nd Clo se 
New York, Nov. 2 2 - ( A D - 
Closing bond prices' 
Fed Farm Mtg 3s 49 -44 105 4 


L awy ers from All 
Ov er State Will 
Meet in Chicago 


Chicago Lawyers from all over 
the entire state will convene in 
Chicago on Friday, November 28, 
for an all-dav meeting to be fol­ 
lowed by a dinner in honor of the 
Justices of the Illinois Supreme 
Court, it was announced today by 
Benjamin Wham, president of the 
Illinois State Bar Association. 
The mid-winter meeting, to be 
held at the Palmer House, will be 
devoted to sessions 
on 
various 
fields of Illinois law and practice. 
The Association of Wives of Illi­ 
nois Lawyers will also meet on 
this day and will hold a special 
luncheon in honor of the wives 
of the Justices of the Illinois Su­ 
preme Court, according to Mrs. 
B. F. Langworthy, president. 
A feature of the traditional re­ 
ception and dinner that evening 
will be a dramatizatio n of high­ 
lights in the histo ry of the State 
Supreme Court. 
A special script 
is being prepared and members of 
the Chicago Bar, attired in period 
costumes, will t~ke part in the pre­ 
sentation. 
Speaker» o f Ev ening 
Speakers of the evening to he 
introduced by President Wham in­ 
clude Lloyd D. Hcth, president of 
the 
Chicago 
Bar 
Association; 
Governor Dwight H. Green; W al­ 
ter P. Armstrong. Memphis, Tenn., 
president of 
the 
American Bar 
Association; and 
Chief 
Justice 
Loren E. Murphy of thp Supreme 
Court of Illinois. 
Guests of honor include Supreme 
Court 
Justices 
Paul 
Farthing, 
Belleville: June C. 
Smith, 
Cen- 
tralia; W alter T. Gunn. Danville, 
Chief Justice Murphy, Monmouth, 
Clyde E Stone. Peoria; Elwyn R. 
Shaw, Freeport; and Francis S. 
Wilson, Chicago. 
During the dinner the Chicago 
Bar Association Glee Cluh will pre­ 
sent a musical program, featur­ 
ing parodies 
written 
especially 
for this occasion. 
Section meetings will convene 
pro mptly at 9 :30 a. m. and 2 p. m 
Morning meetings will he held b\ 
the sections on adm inistrative law 
civil practice and procedure, com­ 
mercial law, legal education and 
admission to the bar, oil and gas 
law, probate and trust law, and 
younger members activities. Fo l­ 
lowing the luncheon closing 
the 
current 
state-wide 
membership 
dnve 
at which 
Judge John 
P. 
Barnes of Chicago will speak, a ft­ 
ernoon meetings will be held by 
the sections on corporation law-, 
criminal 
law', 
legal histo ry and 
biography, public utilities, real es­ 
tate law, tax ation, and unautho r­ 
ized practice of law. 
At Sectional Meeting* 
Among the prominent lawyers 
thro ugho ut the state who will pre­ 
side and speak at the sectional 
meetings are: 
Leigh 
M. Kagy, 
E ast St. 
Louis, 
on 
Commercial 


Law; Charles 
Wham, 
Centralia, 
will act as chairman of the "Oil 
and Gas Law ” section with Don* 
avan D McCarty, OIney, and Do r­ 
sey Hager. Centralia, leading the 
discussions; John E, Cassidy, Peo­ 
ria. chairman of the Criminal U w 
section; Paul W. Gordon, Spring 
field, chairman of the Real Estate 
Law section will have Merrill I. 
Schnebly, Urhana. and W alter A 
Yoder, Bloomington, as speakers 
at this section meeting. 


Senato rs Declare 


(Continued from Page 1) 


bp released 
without endangering 
the lives of American seamen. 
"The policy of Secretary Knox 
111 withholding information n« to 
the number 
of 
submarines we 
have sunk displays 
a lack of co n­ 
fidence in the American people,” 
Wheeler declared. 
“Not a! War,” Says N.ve 
“They are the same tactics used 
by Hitler and Stalin, who do not 
let the people know the facts,” he 
said. 
”1 do not see how the ad­ 
ministration can ex pert the peo­ 
ple to have confidence in its war 
policy when by its every action it 
indicates that neither the congress 
nor the people are to be trusted 
wdth information. 
The American 
people 
are 
entitled 
to 
know 
whether American boys are being 
sent into aggressive naval w ar­ 
fare without a declaration of u'ar 
by congress,” 
Van Nuys said he could see no 
reason for the navy to withhold 
announcements of U-bo at sinkings. 
He said it was no t a valid argu­ 
ment that such a policy would 
keep Berlin 
111 the dark as to the 
whereabouts 
of 
German subm a­ 
rines and added: 
"When 
the 
American 
people 
have sent their boys to sea to 
fight 
when they have sent thetr 
treasure, to Great 
Britain, 
then 
they are entitled to all the farts 
as they develop.” 
Nye told newsmen that "after 
all, we are not at war, and the 
country has a right to know.” 


In a dry-ice refrigerated cham ­ 
ber at the Douglas plant at Santa 
Monica, Calif., alumnium-helmet- 
cd, fleece-packrd 
scientists 
test 
oils, rubber, and paints, for strato ­ 
sphere flying at tem peratures av ­ 
eraging - 40 degrees and occasion­ 
ally dipping to 104 degrees F. 


Total production of planes for 
civilian use in the United States 
during 19 40 was 6748. an increase 
of 81 per cent over the total of 
3715 produced in 19 39 . 


KEEP 'EM FLYING, 


DIXON 


Please send me Information 
reg arding Army Air Co rps: 
Enlisted Men's Techn. Co urses 
Army Av iatio n Cadet Training 
Fly ing Serg eant Co urse 
(Check which o ne) 


Name . 


Address 


Mail to o r Visit: 


U. 8 . Army Recruiting Office 
Chamber o f Co mmerce 
Dlio n, HI. 


Jo hn Knudsen No rthro p has de­ 
signed a tailless, two-engined fly­ 
ing w'ing plane that 
really flies 
Ex perts agree that a plane of this 
type makes faster speeds possible 


At San Antonio's Brooks Field, 
enrollment 
in the 
non-pilot ob­ 
servers’ school is at 
its highest 
with 122 taking the course. 


Ulysses Simpson Grant, fo rm er 
president 
of 
the United States, 
was born April 27, 1822. 


Av ail Yo urself No w o f a 
Dix o n Evening 
Teleg ra p h 
Accid ent 
INS. POL ICY 
Fo r the small premium 
o f $1.4 0 a y ear y o u may 
hav e a $10,000 Accident 
Po licy — in an o ld line Co . 
Call No . 5 fo r further 
particulars. 


Springfield, 
111.— (AP) 
Tales 
of the conversion 
of Washington 
theater galleries, hotel lobbies and 
private homes into office space for 
the ex panding federal go vernment 
have rauaed scarcely a raised eye 
brnw amo ng the tho usands of Illi­ 
nois state wo rkers who 
also 
go 
about their duties 
in "overflow’ 
quarters. 
Thera are no less than 18 divi 
sions 
of the 
state 
go vernment 
housed in rented spaces in Spring­ 
field, and some 40 units of state 
administrative machinery work in 
widely scattered Chicago offices 
An ex ample 
of state 
activity 
carried on 
in makeshift 
rented 
quarters is the recently transfer 
red adm inistrative headquarters of 
the state highway police. 
Now Occupy Horn« 
Fo rmerly 
located 
in the state 
arm o ry building, the police offices 
now occupy the walled gray stone 
mansion which was the home of 
the late Go). Henry 
Davis 
The 
landmark 
residence, 
some 
ten 
blocks south and east of the state- 
house, now co ntains desks of ste­ 
no graphers in 
w hat 
used to be 
its lounge and dining rooms, filing 
cabinets in its spacious sunporch, 
and record harts In its bedrooms. 
Several 
o t h e r 
go vernment 
branches are housed in fo rmer res­ 
idences in Springfield. Most of the 
rented office space, 
however, is 
lonted in private office buddings in 
the business center 
of the city, 
several 
blocks away 
from the 
statehnuse 
In Chicago, most of the statp- 
rented space is in office buildings 
in or near the loop, but there are 
such unusual quarters as those of 
the automobile departm ent in 
a 
former store building and the m o ­ 
tor inspection division which uses 
,100 square fept in the navy pier. 
$4 10,000 Annual Rental 
In all, the state pays an annual 
rental bill of nearly .$410,000 
to 
private pro perty owners There is 
no arrurstp estim ate of the to tal 
floor spare rented 
by 
the state 
However, large space renters are 
the department 
of labor 
which 
uses appro x imately 155,000 square 
feet in Chicago, and the sales tax 
division with 23,000 square 
feet 
of spare in one 
of Springfield's 
downtown office huildings 
The 
regular state 
buildings In 
Springfield 
the 
Stateho use, the 
Centennial building, 
the Armory 
and the Archives 
building 
are 
overcrowded 
by office activities. 
Legislative offices aru! co mmittee 
rooms, usually kept reserved even 
when the general assembly is not 
in session, have been pressed into 
service. 
The se rresry of state's office 
has overflowed into the Archives 
building, designed to house only 
state records and do cum entary re­ 
search rooms 
The general assembly this year 
passed legislation creating an Ill­ 
inois Public Building with power 
to issue bonds fo r the co nstruc­ 
tion of new state office buildings 
in cities of 75.000 
population 
or 
more. 
Hampered by Ban 
The commission, heard by Gov­ 
ernor Green .has been hampered 
by a federal priorities ban on non- 
essential 
construction. 
Purchase 
of an office building in Chicago 
is being considered 
but officials 
said no suitable structure is avail­ 
able in Springfield 
Facto rs in the ex pansion 
and 
overflow' of state activities have 
been gro wth of a large state selec­ 
tive service headquarters, which 
have 
pushed 
state 
government 
units from the state arm o ry build­ 
ing In Capital, increase in auditing 
necessitated by the institutio n of 
eigaret Hnd oil production tax es, 
ex pansion of automobile and driv­ 
ers' license departments, establish­ 
ment of h new department of pub­ 
lic safety, and addition of several 
other new units, 
such 
as the oil 
control division, to 
the 
go vern­ 
ment. 


SOCI ETY 


PRAIRIEVILLE CIRCLE 
Mr» . 
Walter 
Brauer and Mrs. 
William Castle will be co-hostesses 
at » n anniversary 
meeting 
for 
members of Prairieville Social cir­ 
cle on 
Wednesday. 
An 
all-day 
meeting is planned, with a scram ­ 
ble luncheon at noon, 


NURSERY SCHOOL 
H O L D S P A R T Y ; 
M O T H E R S 
MEET 


Classes at the 
Nursery 
school 
will be resumed on Monday, fol­ 
lowing the Thanksgiving 
recess 
At a Thanksgiving party on Wed­ 
nesday, the children 
enjoyed a 
c a k e and apples provided by Mrs. 
Kanzler, and party napkins. 
Birthday anniversaries of Jimmy 
Burke, Johnny Brown, 
and B ar­ 
bara Hoyle were celebrated this 
month. 
Favors fo r each 
child in­ 
cluded souvenir paper 
cups and 
fortunes. 
A 
birthday song was 
sung by the children. 
The monthly 
meeting 
for the 
Mothers' 
cluh of 
the 
Nursery 
school took place on Tuesday eve­ 
ning at the home of Mrs. Gibson, 
413 
Madison 
avenue, 
with 
23 
members and guests attending A 
brief business meeting was follow­ 
ed hy games, with prizes for the 
winners. 
Mrs Lucy gave 
a helpful dis­ 
cussion on childrens’ illnesses. Re­ 
freshments 
w e r e served hy Mrs. 
Brown, the evening’s hostess. The 
nex t meeting is to he field Dec, 16 
a t the home of Mrs. Jam es Gandy, 
9 03 Madisoi avenue, 
with 
Mrs 
Grafstro m as hostess. A grab bag 
is planned. 
The club realized $25.65 from a 
recent benefit project. 
Mrs. Jane 
Jo hnsto n received the cluh quilt. 
A quantity of clo thing was pre- 
seited to the school 
recently by 
Mrs. Byron Co untrym an. 
o----- 


PERSONAL S 


Mr. and Mrs. Then, Fo lkers en- 
ertained at dinner on Thursday 
for Mr. and Mrs. Clarence Tja- 
den of Peoria, Mr. and Mrs. Glen 
^aidig and sons. Alvin and Allen, 
and Mr. and Mrs. Jo seph R utters 
of Dix on. 
— Eleventh Anniversary 
Sale. Dresses, Hats, Coats. 
Sat., Nov. 22nd. 
EDNA N. 
N A TTR ESS 
Adv.274tl 
Mrs. Jennie A, Heid w as hostess 
at a turkey dinner on Thursday, 
her guests including Mr. and Mrs. 
David Heid of Sterling, Mr. and 
Mrs. H arry Carpenter of Dix on, 
and Miss G ertrude Heid. 
Mrs. A. J. Davis is assisting in 
the acco unting departm ent at the 
Dix on Grocery & Market. 
Mrs. A. E. M arth has gone to 
Savanna to spend a few days visit­ 
ing with her mother. 
Judge Leon A, Ziek o f Oregon 
was in Dix on yesterday afterno o n 
on business. 
Mrs, Kenneth Rodesch of Shelby- 
ville, Tenn., has been visiting in 
Dix on. Mr. Rodesch is in m ilitary 
training at Camp Fo rrest. 
Paul Fento n of Peoria has been 
visiting his mother, 
Mrs. 
Irene 
Fenton. 
Charles R. 
Walgreen. 
Jr., re­ 
turned to Chicago yesterday, after 
spending 
Thanksgiving 
day 
at 
"Hazelwood.” 
Mr. and Mrs. C. A. F lanagan of 
Elgin and Miss Genevieve F lana­ 
gan spent Thanksgiving here with 
their mother, Mrs. Emily F lana­ 
gan. 
Fred A. Beach, Jr.. son of Mr. 
and Mrs. Fred Beach of Dix on, 
has been sent from Great Lakes 
Naval Training school to Boston 
and from there to Po rtland, Me., 
and to an island 18 miles off the 
coast. 
Beach is an enlisted U. S. 
N avy man. 
Mr. and Mrs 
Leslie Co» » , Mr. 
and Mrs W erner Vngel and Mrs 
M. Muzzey 
have returned 
from 
Springfield, 
where 
they 
were 
Thanksgiving guests of Mr. 
and 
Mrs. Lloyd Muzzey, They also vis­ 
ited New Salem state park, and 
spent some time in Peoria 
Mr, and Mrs. Edward Lawton 
and son Ed-D left yesterday m o rn­ 
ing for Chattano o ga, Tenn., where 
they will visit her bro ther for a 
week. 
Mr. and Mrs. Joseph Petersher- 
vision, was the first of the group p.,r returned home todav from a 
summoned fur trial today. Charge» 
with re|„ , ivPS 
Chicago, 
against him included Ihnt he “took 
Sam M|1|„r of Paw p„ w was , 


" " 
r 
rt ,n "><• management miaineaa visitor in D.x on yester- 
of a political c a m pa ign;’ that h e j d„ . a f„ ,rnoon. 
directed, supervised and perm it-! ‘ 
_________________________ 
ted’ 
employes under his super 
-1 
vision to type and distribute cam- nn 
a t 
paign literature: and that he "did 
| 
0 f*§ 0 nj 0 W § 
coerce other employes” to contrib j 
utc two per cent of their salaries 
* 
to a political campaign fund. 
| 
(Continued from Page 
1) 
Peo ria Trial* Nex t 
Lawrence V. 
Meloy. 
atto rne\ two wanderer* to their homes. 
prosecuting the cases, said that 
--------- 
charges in all the cases included U ° Dpon Uny Tot Shop— 
allegations that the employes on- 
Mrs 
*>ank Randall to day an- 
gaged actively in the m anagem ent1 notinced plans to open a shop to 
of the 19 40 state election c a m -! rate r to ,ho needs of babies at 
paigu, that they aided in distrihu-! 112is Calena avenue nex t Wednes- 
tion of campaign literature, a nd j^ av 
kar* fitted up the 2,400 
that, in the case of ex ecutive o ffi-! wluarp feet of h rr new catablish- 
cers, they collected or caused to ment 'v,th * complete and varied 
be 
collected 
political 
campaign Istock of dresses for babies up to 


Illinois Getting 


1 Continued from Page 11 


Dorothy Chapter- 


(Continued from Page 3) 


The chaplain * prayer waa fol­ 
lowed by a vocal solo, "The Lord a 
Prayer, ” fMalo tte), by Mrs. John 
W. 
Mills. 
with 
Mrs, 
Myrtle 
Bishop 
playing 
her acco mpani­ 
ment*. 
Twelve young women, carrying 
large 
white 
chrysanthemum*, 
formed 
a cross 
and knelt 
with 
Mrs. Marjorie Bar row man, as the 
new wo rthy m atro n received the 
obligation, and Mr» . Mills sang a 
solo, "All for You", in her honor. 
As Mrs. Barro wman 
w b s escorted 
to the east, here esco rts formed an 
archway with the flowers 
they 
carried. 
For last evening’s ritual, 
Mrs. Barro wm an 
wore 
luscious 
pink lace, fashioned with a long 
torso b o d ice and very full skirt, 
with blue velvet ribbon edging the 
low square neckline, the puffed 
sleeves, and heinline 
Her flowers 
were carnatio ns in the same deli­ 
cate shade of pink, combined with 
blue maline. 
Fo rming Mr. Barro wm an s es­ 
co rt as he received his obligation 
as wo rthy patro n were a dozen 
members of Dix on Cornmandery, 
No. 21, which ne serves as senior 
warden. 
As he took his place in 
the 
east 
the 
Knights Tem plar 
raised 
their swords 
to form an 
archway 
The o ther officers, list­ 
ed in these columns last evening, 
were also installed singly. 
In behalf of the chapter, Mrs. 
Frances Schrock presented a past 
wo rthy m atro n’s pin to Mrs. Eni- 
mcrt, and Mr. Santelm an received 
a similar token from Mr. Tennant. 
Mrs. Eula Wilson, the new asso ­ 
ciate matron, presented gifts to 
the retiring wo rthy m atro n and 
wo rthy patron . 
Co ngratulato ry 
telegram s 
for 
Mr. 
and 
Mrs. B ario w m an were 
read from Glenn Coe, a past pa­ 
tron of the chapter and a 33rd De­ 
gree Mason, who was transacting 
business in Springfield, and from 
the incoming wo rthy matro n and 
wo rthy 
patro n 
of 
the Marengo 
chapter 
A sho rt talk by the as­ 
s o c i a t e grand patro n was followed 
hy two solos by Mrs Mills, "P re­ 
lude" from "The Cycle of Life” 
and 
"Co quetry”, concluding the 
ceremony that ushers in the con­ 
cluding mo nths of ano ther year 
for the chapter, which was o r­ 
ganized April 18, 189 7. 
Following a brief reception, re­ 
freshm ents were served by Mrs. 
Violet Espy's co m mittee in 
the 
banquet room. 
Silver bowls held 
white chrysanthem um s, and nut- 
cups were in the form of chry­ 
santhem um s, 
holding silver and 
white booklets co ntaining names 
of the officers. 
Silver stars co m­ 
pleted the decorative motif, a r ­ 
ranged 
by 
Harold 
Cook. 
Ice 
cream, 
molded 
in 
the form 
of 
chrysanthem um s, was served with 
silver and white cake. 
Amo ng the o ut of town guests 
attending last evening’s ceremony 
was 
Mrs. B arro w m an's mother, 
Mrs. P. R. Brazel of Alton, who 
arrived in Dix on, Wednesday, and 
is rem aining fo r ano ther week. 


British Campaig n 


(Continued fro m Page 
t) 


65 miles no rthw est of Moscow, but 
had taken a new stand. 
Fo ur Germ an divisions, abo ut 60, 
000 troops, 
were 
repo rted ham ­ 
mering Russian lines in the Moz­ 
haisk sector, 
«57 
miles 
west 
of 
Moscow, and heavy nazi 
reinforce­ 
ments w ere said to have arrived in 
the Kalinin sector. 9 5 miles no rth­ 
west of the capital. 
British m ilitary dispatches said 
Gen. Sir Alan Cunningham ’s five- 
dav-old offensive 
into Libya had 
scored 
a decisive 
victory in the 
first collision of massed tank arm ­ 
ies and 'h at the Germ ans had been 
smashed back I 
in at least three 
attem pts to break out of the des­ 
ert trap. 
Report German* 
Trapped 
Autho ritative 
London quarters 
said first repo rts 
of the 
"terrific 
do gfight” raging 
over 
the sandy 
wastes indicated that halt of Ger­ 
m any's tanks in No rth Africa al­ 
ready had been knocked out of ac­ 
tion 
Cairo 
dispatches 
said the 
Germans were believed to have no 
less than 
two 
armo red divisions 
with 700 tanks locked in the B rit­ 
ish enciraclem ent between Tobruk 
and Fo rt Capuzzo. 
In Rome. 
Italian 
newspapers 
pictured the British co unter-inva­ 
sion as 
precipitating 
a 
Titanic 
battle and declared that the ax is 
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Mrs. J. W. Ro sa was a T hanks­ 
giving dinner 
g uest a t the home 
of Mr. and Mrs. James McGo mg le 
in 
Princeto n, where o ther g uests 
were: Mr. and Mrs. August Hasen- 
yager o f Princeton, Mr. and Mrs. 
A rthur Hasenyager and Mr. and 
Mrs. A. D, Ross 
and 
daughter, 
Madalyn of Peoria. 
Mr. and Mrs. M. E. Howland and 
children were Thanksgiving guests 
of Mr. and « Mrs. C. C. W right in 
Mt. Morris. 
Dr. M. E. W esner and daughters, 
Ro berta and Jo an were T hanks­ 
giving guests of Mr. and 
Mrs. 
Henry Raze and son of Oaco, 111. 
Mrs. Robert Willis returned S a t­ 
urday from Alex ander City, Ala., 
where she had gone on Monday 
to visit at the home of her par­ 
ents, Mr. and Mrs. H arry Herz- 
feld and to attend the wedding of 
her sister, Elizabeth. Mrs. Elma 
Williams of Chicago 
has 
been 
spending the w V k in W alnut with 
her grandso n, Robert Willis and 
family, and they had as T hanks­ 
giving dinner guests. Mr. and Mrs. 
Jaques Willis and daughter, J a c ­ 
queline of Chicago. 
Mrs. M artha W atkins is serio us­ 
ly ill at her home in Walnut. 
Mr. and Mrs. Edwin Wilson and 
daughter, Linda Lee of Spring­ 
field are week end guests of Mr. 
and Mrs. E. C. Wilson in Walnut 
and o f Mrs. Wilson's mother, Mrs. 
Dora Czech in New Bedford. On 
Friday evening they were dinner 
guests of Mr. and 
Mrs. 
Wesley 
Broer in Walnut. 
Mr. and Mrs. W alter B aum gart­ 
ner and children and Mr. and Mrs. 
Marvin Ioder and 
family 
were 
Thanksgiving dinner 
guests 
of 
Rev. and Mrs. Willis Plapp in Polo. 
Mr. and Mrs. Vance Plapp and 
daughters of Altona are week end 
guests of Mrs. 
Plapp's 
parents, 
Mr. and Mrs. H enry Glafka. 
Mr. and Mrs. Ezra G uither and 
Mr. and Mrs. 
Elm er 
Wangeline 
were Thanksgiving guests of Mr. 
and Mrs. C. I. Barnes at Pearl 
City. 
Ben Guither and 
son Harold 
were Thanksgiving day guests of 
Mr. and Mrs. Cheater A ttig in 
Naperville. 
Mr. and Mrs. Ben Ho ffman and 
sons 
of 
Rockford 
were 
dinner 
guests 
of 
the 
Misses 
M a r y , 
A m anda and Laura Ho ffman in 
W alnut on Thanksgiving. 
Verden Boer, student a t the U ni­ 
versity of Illinois, is spending the 
holidays at the home of his par­ 
ents. Mr. and Mrs. Frank Broer. 
Mr. and Mrs. Wesley Peach and 
sons, Marvin and Virden, Mr. and 
Mrs. Raymo nd Peach and daugh­ 
ter. Sandra and 
Mrs. 
Leonard 
Brown were Thanksgiving dinner 
guests 
of 
Mr. 
and 
Mrs. 
Fred 
Saatho ff and family in Princeton. 
Mr. and Mrs. Wesley Broer were 
Thanksgiving dinner guests of Mr. 
and Mrs. Henry Gesslein in Men- 
dota. 
Mrs. Minnie Noble 
and 
Mrs. 
Perry Noble, Sr., were Thursday 
dinner guests of Mr. 
and 
Mrs. 
Perry Noble, Jr., in Dix on. 
Mr. and Mrs. Marvin Broer and 
daughter and Mr. and Mrs. H arm 
Broer and sons of W alnut were 
Thanskgiving dinner guests of Mr. 
and Mrs. Charles Broer near Deer 
Grove 
who 
also 
had 
as o ther 
guests, Mr. and Mrs. Phillip Leahy 
of Rock Falls. 
Mr. and Mrs F. L. Muesse of 
Erie 
were 
Thanksgiving 
dinner 
guests of their 
son-in-law 
and 
daughter, Dr. and Mrs. A. N. Bolz 
in Walnut. 
Mrs. George Carley of W aynet 
and Mrs. Gerald Barnett of E lm ­ 
hurst were Friday guests of Mr. 
and Mrs. .Fohn 
McDonald 
and 
daughter. Lizzie. 
Mr. and Mrs. Irving Taylo r of 
Princeto n were 
Friday business 
visitors in Walnut. 
Mrs. Albert Toder and Mrs. H a t­ 
tie Ioder were hostesses to the 
members of the Dad Jo e Ho use­ 
hold Science club on Wednesday 
afternoon at 
the 
G uither 
home 
with 26 members and four guests. 
Mrs. Henry Jackso n of Ohio, Miss 
Alice Gramer, Mrs. Ed Glafka and 
Mrs. W alter Baumgartner, pres­ 
ent. The business session was in 
charge of the president, Mrs, E rn­ 
est Norden, and in answer to roll 
call each member gave her favor- 


funds from other employes. 
He said that between 15 and 20 
employes of the Peoria district 
of the highway division had been 
charged with violations but their 
cases probably would not be tried 
until early nex t year in Pent ¡a. Un­ 
til the cases are set for trial, the 1 P*y 1S slaughtered and packed in 
names of the employes involved U. S. establishments, 
would no t be disclosed, Meloy said 
--- 
—-------------------------- 


three years of age. The new sto re 
will he known as The Tiny To t 
Shop, 


World 
consumption 
of 
m eat 
a mounts to about 18 billion pounds 
each year. 
One-third of this sup* 


armies faced 
opposition ™da| IJr>- ite recipe for a Thanksgiving sal- 
nine 
anvthm g they had met so rat t 
« 
p 
AfVL-a 
ad 
Mrs- Jackson, 
who 
is 
Red 
in No rth Africa 
. 
In a special bulletin, bro adcast i Cross roll call chairman for Ohio, 
with a heralding fanfare of trurn- gave a very interesting talk on 
pets, H itler’s high co mmand said 
<^ross work. Mrs. Henry AI- 
rvii 
Gen 
Ewald 
Von 
Kleist s 
-7 
S h o ck troops and 
SS elite forces | breeht gave a very interesting 
re­ 
sto rmed 
into 
Rostov-on-Don 
port 
of the Bureau co unty Farm- 
mo rnial pop. 
509 .000) after a vi- er’s Institute. 
olent final assault. 
| 
The afterno o n's pro gram was in 


t h ^ ^ ^ i i t v l^ a r d i ngr th i no dh- | <*ar*e of Mrs Ma*in Mueller and 
ern ro ute 
to 
the Caucasus 
oil ! Mrs. Glenn Thompson and the fol- 
treasuries, 
"is of 
special im po rt-j lowing 
numbers 
were 
given: 
ance for the furth er conduct of the Thanksgiving 
poem, 
Mrs. 
Ezra 
w ar” 
an e vidcnt 
Guither: 
poem, 
“Today.” 
Mrs. 
Germany s need of fresh oil sto res 
. 
* 
to fuel and lubricate her military j Marvin Ioder; history of T hanks­ 
giving, Mrs. A rthur Kruse; poem. 
"Thanksgiving,” Miss Alice G ram ­ 
er; Thanksgiving 
reading, 
Mrs. 
Henry 
Albrecht. 
Games 
w e r e 
played during the social ho ur and 
a delicious lunch was served. Po l­ 
ly anna gifts were received by Mrs. 
Cora Barkm an, Mrs. Dan Ioder. 
Mrs. H enry Albrecht 
and 
Mrs. 
A rthur Kruse. 
On Wednesday evening 40 rela- 
ere present at 
the home of Mr. and Mrs. Alvin 


----------------------------------------------- | 
Michigan is the largest state 
More one cent pieces are made east of the Mississippi river ex cept 
by the U. S. mints than any other Georgia, and has an area equal to 
coins. 
In 19 39 there were 118,- that of England and Wales coin- 
6 00,000 pennies minted. 
* bined. 


machine 
. 
As well as being a term inus for 
one 
arm of the 
oil pipeline from 
the Caucasus. Rostov is important 
for its grain trade, industries and 
rail and w ater communications. 
As the Russo-German 
war 
en­ 
tered its six th 
month, 
nazi mili­ 
ta ry co m m entato rs gave this sum ­ 
m ary 
of 
the 
situatio n 
in three 
m ajo r zones: 
Leningrad 
Encircled Russians 
are in "imminent danger". 
, , 


I t ™ and friends w 
ions are ripening . 
1 
D o ne t s basin — ‘Definitely 
doomed". 
Rirkey, in honor of the Birkev’s 
T 
. j 10th 
wedding 
anniversary. 
A 
According to 
hr 
* j scramble supper was enjoved at 
ment of commerce, there are 9 - 


on Wednesday afternoon at the 
home of Mrs. Harold Foss, with 
Mrs. Harold Stone as assistant 
hostess. 
Twenty-three 
members 
gave Thanksgiving verses in an­ 
swer to roll call, 
the 
meeting, 
which was conducted by the pres­ 
ident, Mrs. Roy Carlson, opening 
with the song, "If 
Your 
H eart 
Keeps Right.” 
New officers were 
choseh for 19 42 with Mrs. Harold 
Foss being named president. 
She 
will be assisted this year by Mrs. 
Orville White as vice president 
and Mrs. Glenn Peach as secre- 
tary-treasurer. 
Bunco was played at five tables 
during the social hour with the 
score prizes going to Mrs. Lee 
Burkey and Mrs. Harvey Horn- 
back. 
Mrs. Ho rnback and Mrs. 
Cora Foss were club guests. Pol- 
lyanna gifts were received by Mrs. 
Glenn Hardersen. Mrs. Roy Carl­ 
son, Mrs. Henry Kruse, Mrs. Carl 
Haas and Mrs. 
Orville 
White. 
Lunch was served. 
The home of Mr. and Mrs. Mark 
W right in W alnut was the gath ­ 
ering place on Thursday for nearly 
thirty relatives fo r a Thanksgiv­ 
ing dinner in honor of a cousin of 
the group, Mrs. Glenn W ebster of 
Muskegon, Mich., who has been 
spending some time with Illinois 
relatives. 
She was a guest on 
Tuesday, Wednesday and Thursday 
at the Mark W right home in W al­ 
nut, where o thers for the dinner 
and day were: Mr. and Mrs. Rob­ 
ert MeFalls, Dix on; Mrs. Charles 
Carns, Gait, Mrs. Wren King, E m ­ 
erson; Mr. and 
Mrs. 
Terrance 
Martin and daughter, LaSalle; Mr. 
and Mrs. Elm er W right, Mr. and 
Mrs. Clifford Kruse and daughter. 
Mr. and Mrs. Tom Conley and son, 
Mr. and Mrs. Ho ward Leiser, Mrs. 
Daisy Montgomery, Mrs. Dale Bur- 
key and daughter, 
Mrs. 
Harold 
Hayden and daughter 
and 
son. 
Clifford Renner. 
Mr. and Mrs. William Huddle­ 
ston and Miss Ro semary O’Neill 
of 
Rockford were Thanksgiving 
'guests at the 
Harold 
Kerchner 
home. 
Mr. and Mrs. Ronald Phillips 
and son of Ohio, 111 , and Mr. and 
Mrs. Harold Hayden and family 
were Thursday 
evening 
dinner 
guests of Mr, and Mrs. Lee H ay­ 
den and family. 
Mr. and Mrs. Marvin F ritz and 
son of W alnut were Thanksgiving 
guests of Mr. and Mrs. A rthur 
F ritz in New Bedford. 
Mr. and Mrs. Albert W right and 
children were Thursday guests of 
Mr. and Mrs. Lloyd Wallace a t 
Wyanet. 
Mr. and Mrs. H. G. Booth and 
daughter and Miss Grace Keithahn 
of W est Chicago, Mr. and Mrs. 
A rthur Keithahn and Mrs. Anna 
Freed of Dix on were Thanksgiv­ 
ing dinner guests of Mr. and Mrs. 
W. F. Keithahn 
and 
daughter 
Alice. The Booths and Miss Grace 
Keithahn remained to spend the 
week end a t the Keithahn home. 
Guests for Thanksgiving dinner 
at the home of Mr. and Mrs. Glenn 
Bass were: Mr. and Mrs. Ho ward 
Stone. Miss 
Luella 
Stone, 
Mrs. 
Elizabeth Stone. Mr. and Mrs. Leo 
Bass and family, Mrs. Anna Spen­ 
cer, Mrs. Alice Craig and daugh­ 
ter, Cora Dale. Mr. and Mrs. H ar­ 
old Stone and family, all of W al­ 
nut, Miss Betty Paden of Ohio, 
Mr. and Mrs. Irvin Guy of Chicago 
and M arvin Peithm an of Centralia. 
Mr. and Mrs. L. G. Carpenter 
and family and Mr. and Mrs. A rn­ 
old Perrizo were Thursday dinner 
guests of Mr. C arpenter’s mother, 
Mrs. A. C arpenter in Aurora. 
A family dinner on Thursday at 
the home of Mr. and Mrs. John J. 
Johnso n included 
the 
following 
guests: Mr. 
and Mrs. 
Ho ward 
Johnson and son Rex of Beloit. 
Wis., Mr. and Mrs. Orin Johnson 
and children, Mr. and Mrs. Wayne 
Johnson and children, and Mr. and 
Mrs. Aurelle Burkey. 
Mr. and Mrs 
Kelly Odell. Sr. 
and grandso n H arry were T hurs­ 
day dinner guests of Mr. and Mrs. 
George Stevens in Tampico. 
Mrs. 
George 
Sho rt spent 
the 
week end in 
Kansas City with 
relatives. 
Irl M cM urray spent Thanksgiv­ 
ing in Chicago with Mr. and Mrs. 
Ho mer Palmer. 
Miss Lou Hoge of Springfield 
is a week end guest of Mr. and 
Mrs. Elmer H o g' and o ther W al­ 
nut relatives. 
Mrs. Aicie Norden and Mrs. J. 
B. McCarthy visited Mrs. William 
Gallentine at the Spring Valley 
hospital on Friday 
fternoon. 
Marvin Peithm an of Centralia 
is a week end guest at the home 
of Mrs. Alcie Craig and daughter. 
Mr. and Mrs. Virgil Lange had 
as Thanksgiving dinner guests: Mr. 
and 
Mrs 
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Anno unce Eng ag ement 
Mr. and Mrs. 
Jaco b 
Duitaman 
announce the engagem ent 
and ap­ 
proaching 
m arriage 
o f 
their 
daughter, LaVonne 
to 
Mathia» 
Huthansel, son 
o f Mr. and Mrs. 
Otto Huthansel of Mt. Morris. The 
wedding will take place the 
latter 
part o f December. 


Mrs. Bertha De Graff will spend 
the week end in the home of her 
brother, 
Sheriff Roy 
Crook 
at 
Morrison. 
Mr. and Mrs. Richard Roche and 
Mrs. Minnie Kennedy visited with 
friends at Thomson Thursday. 
Mrs. Anna Genandt has gone to 
Chapin. Iowa 
to spend the w inter 
mo nths w ith her son-in-law and 
daughter. Mrs. 
Jo hann 
Schmidt 
and family. 
Mrs. 
Lena 
Korf spent sev eral 
days in the home of Mrs. Em m a 
Kampen at Dakota. 
Mr. and Mrs. 
Ralph 
Ragsdale 
have moved 
to 
the 
apartm ent 
above the Meinders gro cery store. 
Mr. and Mrs. 
Fred 
Smith and 
family, Mr. 
and 
Mrs. 
Clarence 
Vietmeier, Mr. and Mrs. Emerson 
Smith 
and Miss 
Ardis 
Sto ner 
spent Thursday 
evening 
at the 
home of Mr. and Mrs. Marlin Gaul 
at Lanark. 
Miss Marjo ry Erdm an of Rock­ 
ford spent several days with her 
parents, 
Mr. and Mrs. 
Clifford 
Erdman. 
Private 
George 
Schmidt 
of 
Camp Fo rrest, Tenn. is spending 
seventeen day 
furlough with his 
mother. Mrs. Herman Schmidt. 
Miss Vera U nangst 
of Spring­ 
field spent the week end with her 
parents, Mr. 
and 
Mrs. B. 
H. 
Un angst. 
Joe De Groot has returned to his 
home in Winnebago after spend­ 
ing the 
sum m er 
mo nths in the 
home of Mrs. K ste Trei. 
Guests in the J. E. Fisher home 
Thursday 
w e r e Mr. 
and 
Mrs. 
Glenn Typer and family of 
Polo, 
Mr. and Mrs A rthur Kanev. 
Mr. 
and Mrs. 
Ben 
Bisker. 
Jr. and 
daughter. Mary Ellen. Mrs, Mary 
F raw erts and Mr. and Mrs. Em er­ 
son Smith. 
Mr. and Mrs. A. 
J. 
Senty and 
family of Naperville and Mr. and 
Mrs. 
H arry 
Buss and daughter, 
P atsy 
Ann of 
Freepo rt spent 
Thursday with Mr. and Mrs. Jesse 
Korf. 
Mr. and Mrs, Fred 
Hose 
and 
family of Shannon. 
Mr. and Mrs. 
Tho mas Whalen and Mr. and Mrs. 
Chester Roherg of Freepo rt spent 
Thursday with Mr and Mrs. Carl 
Gassmund. 


Injured in Aecidcnt 
Fred Kanev, 
local co nstructio n 
co ntracto r, w as injured Wednes­ 
day mo rning in an automobile ac­ 
cident that occurred at the Mil­ 
waukee viaduct at Savanna. 
Mr. 
Kaney, driving his car south 
on 
ro ute 
80 
skidded when he a t ­ 
tem pted to make a curve at the 
no rth appro ach of the viaduct and 
collided with a car, driven by J. J. 
Sheridan of Thomson. 
Yorkville 
supervisor. Both men received cuts 
and bruises and were treated 
by a 
Savanna physician and later 
Mr. 
Kaney waa taken to the Deacon­ 
ess hospital. Freeport, suffering 
a 
fracture of the right knee. 
Both cars were badly damaged 


The War To day 


(Continued from Page 1) 


happens 
to 
the German 
panzer 
forces now trapped in the desert. 
General 
Wevgand. who wanted 
no part of such a deal, 
has been 
fired on H itler’s order; the fuehr­ 
er is beckoning old Marshal Petain 
to a new conference 
and the Ger­ 
man 
propaganda 
machine 
is 
screaming about American "inter­ 
ference” in French North Africa 
That last, in itself, is practically a 
positive 
German 
sympto m 
of 
muscling in. 


Repeal o f Guffey 


(Continued from Page 1) 


Company grant a basic 
wage in­ 
c r e a s e of four per cent and elimin­ 
ate geo graphic differentials. 
The 
union said wages now ranged from 
gl 8 weekly 
to $66 for 
men and 
from $13 to $31 for women 


About 10,000 persons reside in 
C anada’s 
N o rthw est 
territo ries 
which comprise more than 1,309 .- 
John 
Lan^ e. 
Sr. 
and j 000 square miles. 
children. lone. Shirley Ann, Gil- 
---------------------------------------- 
bert, Richard, Donald. Harold and 
F irst commercial hotel in the 
Lee of Ohio, 111., Mr. 
and Mrs. 
U. S. was opened in New York in 
John Lange. Jr. of Tiskilwa and 179 4. 
It had 73 rooms. 
Mr. and Mrs. Her ert Lange of 
Dover. 
Mrs. Myra Schoaf had as dinner 
guests on Thanks riving Day. L au­ 
rence Schoaf. Mr. and Mrs. Allen 
Schoaf and childrer and Mr. and 
Mrs. Loyal Andersen and daughter 
Jevne. 


300.000 miles of improved high­ 
ways in the world, and about 3,- 
9 00.000 miles are in the U. S. 


7 and the evening was spent 
.so­ 
cially. 
All 
who still 
had 
them 
brought their wedding dresses and 
these were worn for a parade, and 
— -------------—----------------------------j everyone ex hibited their wedding 
M ax imum m ercury reading on pictures. 
A gift was presented to 
record in Puerto Rico was 9 0 de* the honorecs. 
■ grees Fahrenheit. 
I 
Member» of the Dodge club met 
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Asso rtment o f Christmas 
Cards. 
See them to day . 
Order at o nce. 
5 0 fo r *1.00 
EDWARDS 
BOOK STORE 


Sunday. Nov. 23 
SPECIA L 
Chicken Dinner 
75 c 
T-Bone Steak 
f t p 
Dinner 
O D C 


Ser\ed 11 A. M. to 7 P. M. 


THE CHIRODINE 
511 W. First St. 


“ No 
Hunting“ Signs 


11 yo u’r» no t *o in* to allow « boot 
in* on vo ur pro perty th is year . 
« 'ou'll be well advised to have your 
ine fences pro perly po sted 
these 
s ifns 
ere 
alw avs 
on 
sale 
In 
our 
>f6c e 
R F. SHAW PRINTING CO. 


Dixo n, Illino is. Saturday, No v ember 22, 1941 
DIXON EVENING TELEGRAPH 
Pa¿re Sev en 


OHI O 
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nearsa! Yo llo v ed by rehearsal fo r 
“The Messiah.“ 
Fridav , No v . i’S. chicken and 
waffle supper. 


Mr. and Mrs. A 
W. 
Shifflett 
i \ . t last week with the fo rmer's 
st■ ). 
Mrs. 
Maude Smith, and 
family in Freepo rt. 
Circle No . 2 o f the 
Metho dist 
church 
met 
Tuesday afterno o n 
with Mrs. Alice Mo rse. The fo llo w* 
ing o fficers fo r the co ming year 
were 
re-elected: 
Mrs. 
Minnie 
Spi mer, president; 
Mrs. Esther 
Jackso n, 
v ice 
president; 
Mrs. 
Mane Shifflett, secretary-treasur- 
er. 
Fo llo wing 
an afterno o n 
o f 
needlewo rk fo r the Red Cro ss, 
a 
scramble lunch 
was serv ed with 
Mrs 
Myrna Anderso n o f 
Van 
Oriu presiding at the tea table. 
Gilman Beatty o f Lamo ille and 
C. A. Balco m attended 
a cattle 
sale in Marietta. Mo nday. 
Mrs. Orlyn 
Tucker 
and 
Mrs. 
Herrel Erickso n were ho stesses o n 
V ednesdav afterno o n to Circle No . 
3 o f the Metho dist 
church, with 
Mrs. Do ris Burnip in charge 
o f 
the dev o tio nal 
perio d. 
A 
nice 
lunch was serv ed at the clo se o f a 
so cial afterno o n. 
Mr. and Mrs. C A Balco m were 
business callers in Sterling Wed­ 
nesday afterno o n. 
Mr. and Mrs. Mark Sisler enter­ 
tained 
the 
Saturday 
Knighters 
last week. 
The Ohio high and grade scho o ls 
clo sed Wednesday 
afterno o n 
fo r 
the 
Thanksgiv ing 
v acatio n, the 
teachers spending the ho liday 
in 
their respectiv e ho mes. 
Mr. and Mrs. Ro bert 
Limerick 
o f Buda and the Dewey Jo hnso n 
family were dinner guests Thurs­ 
day o f the A. S. Po o le family. 
A. C. Ruff was a Thanksgiv ing 
dinner guest o f 
his sister, 
Mrs 
Maude Go lden in Ro ckfo rd. 
Mrs. Dan Io der, Mrs. Co ra Bark- 
man and 
Mrs. H. A. Jackso n a t­ 
tended the 
Dad Jo e 
Ho useho ld 
Science club which met 
Wednes­ 
day afterno o n 
with Mrs. 
Albert 
Guither in Red Oak. 
Geo rge Anderso n is building 
a 
new ho me o n the lo t adjo ining his 
Standard Oil serv ice 
statio n 
o n 
ro ute 92 
In 
the so uth 
part o f 
to wn. 
Amo ng the students fro m 
the 
v ario us co lleges 
who spent their 
v acatio n s t their ho mes here were 
Mabel and Paul Ew alt and Do r­ 
o thy R ickert o f W esleyan univ er­ 
sity; IV%n Bo dtne, No rmal? Alber­ 
ta Io der. No rth Central 
co llege, 
Naperv ille: Dewey Sisler. Augus- 
tana. Ro ck Island: Jam es Mo nier, 
Champaign and Mickey Faley, Ma­ 
co mb. 
Mr. and Mrs. Curtis Fagan and 
little daughter Ann o f Naperv ille 
spent Thanksgiv ing 
Day and the 
week e-d at the ho me o f his m o th­ 
er, Mrs. Charles A. Smith. 


Metho dist Church 
Earl M Edwards, minister. 
Mo rning wo rship and 
sermo n 
10:00 a. m. 
Sermo n 
subject, 
“Go d's Wo nderful Go o dness." Spe­ 
cial music. 
Church scho o l fo r children at 10 
and 10:30 a. m. Classes fo r adults 
and yo ung peo ple. 11:00 a. m. 
Yo uth Fello wship, 8:30 p. m. 
Tuesday ev ening, No v . 24 the 
o fficial bo ard will meet at the 
church at 7:30 o 'clo ck. 
A full 
attendance is desired as this is 
o ur first bo ard meeting o f the new 
year. All chairmen o f the quarter­ 
ly co nference co mmittees are ex­ 
pected at this meeting. 
The Sunday 
mo rning 
sermo n 
will me a Thanksgiv ing sermo n 
and we ho pe to 
greet 
a full 
church. 
Plans are under way fo r o ur 
Christm as pro gram 
and family 
Christm as party 
o n 
Christm as 
Ev e. 
Please 
reserv e Christm as 
Ev e fo r yo ur church. 


FIRST. LET M E Cs'ET MW LUNIKS FULL OF T H IS 
F R E S H S E A -A IR , A M ’ I’LL S H O W 
UJHAT TH’ 
NAVWS DOMF E P P AAE C 
H 
F 
1 
M 
I 


Mt. Mo rris 


LUCK MEEKER 
Pito ne » 56 
108 Vi W. Fro nt St. 


Repo rter a nd Lo cal Circula tio n 
Reprä senta tiv e 


C hristian Church 
W. Haro ld Wiltz, pasto r. 
The regular mo rning serv ice o f 
wo rship and 11 structio n begins at 
9:30, the sermo n being o n the sub­ 
ject, “Where There is No Visio n." 
The disasters and failures that 
hav e resulted within the church 
as well as o utside as a result o f 
misunderstanding o f the Christian 
feith w-ill be the theme o f the 
sermo n. 
There will 
be 
special 
music by Ralph 
ludso n, and the 
Co mmunio n will he o bserv ed. The 
Church scho o l will fo llo w’ the wo r­ 
ship sendee. 
At 6:30 there will be a panel 
discussio n at 
which 
time there 
will be wrritten a new peace. 
The 
dram atic presentatio n will sho w 
the difficulties inv o lv ed and the 
main po ints necessary fo r a just 
and durable peace. 
Taking part 
in the presentatio n are Otto Hud­ 
so n. Clarence Chambers, Haro ld 
Patterso n, Bryan Stiger, and H ar­ 
o ld Wilt*. 
The meeting Is o pen 
to the public and ev eryo ne is in­ 
v ited. 
Mo nday a t 
6—The 
Philathea 
claae dinner serv ed by the men. 
Tuesday at 7—The church bo wl­ 
ing league. 
Thursday a t 5:00—The supper, 
discussio n m eeting; 6:30, the Ju n ­ 
io r cho ir; 7:15, Senio r cho ir; 8:00, 
Messiah practice. 


WELL, IT'S LUNCH-TIME FOR US 
NAVV MEN, A N' I K IN HARDLS 
WAIT, 'CAUSE THE 
N A W ’S DELICIOUS V 7 ll W A lK ^ 
COOKIN' BUILDS VA /UJUITH SOU j 
UP ID BE A 
' 
REGULAR 
TOWER OF 
GlBRALTiKi 


ltTs a g re a t life in the U.S. N a v y ! 


W a nt to tra v e l down to Rio or s troll on Wa ik ik i 
Be a c h? M a k e frie nds with 
a gra nd bunc h of 


fe llows ? Ha v e fun, a dv e nture , thrills ? You'll ge t 
the m oil in the U.S. Na v y . 


The Na v y will ma k e y ou on e x pe rt in ra dio, 
ov ia tion, e le c tric ity a nd mony othe r s k ille d tra de s , 
with good pa y while le a rning. 


If y ou ore 17 or ov e r, ge t o fre e c opy of the 
illus tra te d book le t, "Life in the U.S. Na v y ", from 
the j^a v y Editor of this ne ws pa pe r. 


S E R V 5 V O U R C O U N T P v ! 
B U IL D V O U R F U T U R E I 
G E T IN T w e N A V y NOLL)! 


COMPTON 


Mr*. X. Ba uer, Repo rter 


The Cr*net Ro ller Skating club 
will spo nso r ano ther o f it* po pular 
skating parties at the Do me rink 
in Dixo n Mo nday ev ening. 
Ev ery­ 
bo dy inv ited. 
Miss Do ro thy Spiker has ac­ 
cepted a po sitio n in the Ro bmso n 
gro cery . Her place 
at 
Baker * 
bakery was taken by Mrs Caro lyn 
McCullo m. 
Mr. and Mrs. Myro n Weldo n are 
v isiting friends and relativ e* in 
Minneapo lis, Minn. 
The Yo ung 
Men’* 
Hub 
wttl 
spo nso r a hnmeco mmg dance S at­ 
urday night at the To wn hall. The 
public is co rdially inv ited to a t­ 
tend. 
Mrs. E. J. Hyland is o o nfwied 
to her ho me suffering fr« m an 
ulcerated to o th. 
Mr. and Mrs. Richard Stev ens 
and daughter o f 
Ashto n spent 
Thanksgiv ing with the lady's par­ 
ents, Mr. and Mrs. Charles Baker. 
Mr. and Mrs. M. C. Small and 
children 
spent 
Thanksgiv ing in 


Church o f the Brethren 
Fo ster B. Statler, pasto r. 
The unified serv ice o f wo rship 
and instructio n co nv ene* at 10:00 
a. m. 
The pasto r * sermo n sub­ 
ject wdll be “Ho w Go d Speaks 
To day,” being a 
study 
o f 
the 
nineteenth Psalm. 
Th* To ung Peo ple § Gro up meet* 
at 6 00 p. m. 
a t the 
ho me o f 
Wayne Silv ius. 
The ev ening serv ice wdll he held 
at 7.30. 
The o fficial bo ard meets Tues­ 
day ev ening at 7:30. 
The Fello wship So ciety meets at 
the church W ednesday ev ening at 
7:30. 
The Ladies 'Aid so ciety meets 
Thursday afterno o n. 
The Junio r and Senio r cho irs 
rehearse Thursday ev ening at 6 15 
and 7:00 respectiv ely. 
The mid-week serv ice will be 
held Thursday ev ening at 7:00. 
Th* m*n o f the church will hav e 
a chicken and wo ffle supper at the 
church Saturday ev ening at 6:00. 
AH the men o f tha church are 
mv iled. 
Rev . D. D. Funderburg 
o f Elgin wall be the speaker. 


AMBOY 


f 
MRS. JACOB FULL 
? 
224 N. Jo ne* Av e . 
Pho n« 8 Ring* o n 173 


Mr. and Mrs. Alex Beemer left 
Sunday mo rning fo r Califo rnia to 
spend the w inter mo nths. 
Miss Lucille Co o k returned ho me 
Saturday fro m the 
H arris ho spi­ 
tal. 
Mr. and Mrs Gust 
Mo hr. Fred 
Haefner and Gus Haefner o f Wav - 
erly, Io wa spent Friday afterno o n 
at E dgar Haefner. 
Mrs. Mabel Chao n attended the 
C. D. o f A. co nv entio n and ban­ 
quet at LaSalle Sunday. 
Mr. and Mrs. Albert Mathesius 
entertained with a acramble 
sup­ 
per at their ho me Sunday ev ening 
in ho no r o f Fred and Gus Heafner 
and Mr. and Mrs. 
Gus 
Mo hr o f 
Wav erly, Io wa. 
Mr. and Mrs Edgar Haefner en­ 
jo yed supper 
and spent Sunday 
ev ening a t the Albert M athesius 
ho me. 
Mr. and Mrs. Carl Cabiski and 
Raymo nd 
Jano wski o f 
Chicago 
spent Sunday and Mo nday with 
Mr. and Mrs 
Ralph Mehlbrech. 
Seaso n tickets fo r the Co mpto n 
high scho o l basketball are o n sale 
no w and m ay be purchased fro m 
any high scho o l 
pupil o r at 
the 
game. 


Do n Steder, 
Mrs. C. Ogilv ie, Vir 
gmia Ogilv ie, Flo rence 
Mireley, 
Bessie Co o k, 
Mae Archer, Gert 
rude 
Althauae, 
Mrs. 
Catherine 
Ultch, Mrs. Ben Ultch, Mrs. R. A 
Po litsch, 
Ed 
Flo rscheutz, 
Gus 
Bauer, Wilso n Rho ada, Ida Taylo r, 
Carl Pillar, Fae Richardso n, Mar 
garet Truckenbro d, 
Will 
O tter- 
bach, 
Flo rence 
Haefner, 
Tillie 
Bauer. Amanda 
Flo rschuetz, A rt 
Bettner. 


Ro d Cro # * Sewing and Knitting 
There will be a Red Cro aa m eet­ 
ing in the church, Thursday, No v . 
27, at 1:00 p. m. 
M aterials fo r 
bath ro bes, shirts, and dresses will 
be ready. Tho se who wish to make 
garm ents 
at 
ho me 
may do so . 
There will be yarn fo r sw eaters 
and shawls fo r tho se who wish to 
knit o r cro chet. 


500 Club 
Mrs Bertha W alter entertained 
the 500 club at her ho me Tuesday 
afterno o n. Prizes were 
wo n by 
Mabel Chao n, 
first; 
Mrs. 
Irma 
Archer, seco nd and 
Edna Irwin, 
lo w. The ho stess serv ed a delicio us 
lunch. 


Dra ft Bo a rd Officia ls 
Decla re Ca mp Gra nt 
One o f Finest in U. S. 


Nea rly 2 00 Men To ured 
Receptio n, 
Medica l 
Center Recently 


Mr. and Mrs. Michael Full and 
daughter Ro setta and Betty Full 
o f St. Francis ho spital, 
Peo ria 
Mr. and 
Mrs. 
Cletus 
Full and 
daughters Peggy and Kay Ann o f 
Dixo n and James Listo n were din- 


Red Cro ss 
The Red Cro ss ro ll csll in Co mp­ 
to n and co mmunity Is well under­ 
way. Vo lunteer w o rkers a r e m ak­ 
ing co ntact fo r membership 
If 
anyo ne 
who is no t 
co ntacted 
wishes to Jo in he m ay see Mrs C. 
Ogilv ie. Mr*. Flo yd Beemer, Mrs 
Do n Archer. Mm. A. Zimmerman 
Miss Mary K. Wo jf o r Amil Ber­ 
nardi n. 
Fo llo wing is a list o f members 
and co ntributo rs 
to date: 
A, J. 
Bernardin, Wayqe Archer. H. 
M 
^hao n, Ids 
Lo ngbein. 
Marjo rie I 
Chao n, Ro v Archer. Russell B rad­ 
ley, C. L Ogilv ie, W alter Archer, 1 
Dale Miller, Wallace Dav is, Ro b­ 
ert Swo pe, Ado lph Bauer, Gro v er her* 


Perso nals 
Mr. and Mrs. Albert Flo rschuetz 
and Mr. and Mrs Gilbert Zimmer­ 
man and so n attended 
a supper 
Thursday ev ening at the ho me o f 
Mr. and 
Mrs. 
Jo hn Walter 
In 
Mendo ta. 
Mr. and Mrs. Guy 
Archer, « o n 
Wayne and Mrs. 
Lucy Smith 
o f 
Chicago left Thursday 
mo rning 
fo r Flo rida fo r a two weekk’a trip 
to the sunny so uth. 
Fred 
Gardner. 
Mrs 
Geo rgia 
Haefner and daughter Teresa 
o f 
Ho t Springs, Arkansas came Wed­ 
nesday to apend a few week* with 
their mo ther, Mrs. 
Will 
Dahler 
and o ther relativ es. 
Mr and Mrs. Zene Jo hnso n en­ 
tertained at dinner Thuraday, Mr. 
and Mrs. 
Gerald 
Jo hnso n 
and 
so n’s Mr and Mrs, Ralph Miller, 
Mr. and Mrs 
Bud 
Jaco bs, 
so n 
Jack, Mr, and Mrs Gene Baker. 
Mrs. Gertrude Bettner o f Chica­ 
go spent a few days at her ho me 


Carnahan, Ernest Clemo ns. Mrs. 
A. C. Zimmerman. 
Mrs William 


Remingto n, Ind. with Mrs. Small s Mrs. Jaco b F’ull o n Thanksgiv ing 


Disho ng, Mrs I^en Carraha« Mr« * 
ner and supper guests o f Mr. and 
A!px Beemer Dr c 


parents. 
Mr. and Mrs. Jo hn Blakely will 
spend the week end with relativ es 
in Ro ck Island. 
Mr. and Mrs. Dudley Alien and 
daughters were the Thanksgiv ing 
dinner guests o f Mr. and Mrs. V. 
H Stanley o f Orego n. 
Mr. and 
Mrs. 
Melv in Jo nes, 
daughter Judy o f Feru, all are the 
ho use guests o f Mr. and Mrs. Jo hn 
Madlena. 
Miss Fauime Estes and 
Mrs. 


day. 
Mis* Helen Branigan o f No rth 
Central 
co llege, 
Naperv ille, 
Is 
spending the Thanksgiv ing v aca­ 
tio n with her parent*, Mr. and 
Mrs. Frank Branigan. 
Bill McGaw o f Lo yo la univ er­ 
sity, Chicago , is spending his v aca­ 
tio n with his parents, Mr. and Mrs 
Terry McGawu 
Miss Shirley Ko ehler o f ppo ria 
spent a sho rt time in Ambo y 
Thursday. 


Mr and Mrs. Jsado re Kaufman 
and so n o f Chicago spent Sunday 
with his parents, 
Mr. and Mrs 
Jo seph Kaufman. 
Mr. and Mrs J F. Bemardin and 
grandso n, Lynn Van Duesen spent 
Saturday at the bo m* o f Mr. and 
Mrs. Amil Rernardm. 
Mr and Mrs 
Ralph Carnahan 
and family 
o f 
Ro chel’p 
spent 
Thursday 
with 
Mr. 
and 
Mrs. 
Frank Do naugh. 


o n 


Ev erett Myers are the new *m- 1 — — — 
.............. ............ 
pio yes in the pro o f-ro o m o f the Alex a nd er Ha milto n s 
Kable plant. 
Richard Leekley had the misfo r­ 
tune to break his arm Wednesday 
ev ening when the car he was driv ­ 
ing skidded o n the slippery pav e­ 
ment. 


G. Po o l, Llo v d 
McDo uga 1, Jo hn 
Schm.dt, 
Mrs 
Ben Law, Helen Beemer, William 
Ganz, 
Raymo nd 
Walter. 
Leslie 
| Co rwin, Gilbert Stein. Mrs. 
Ro y 
I Co o k, 
Myrtle 
Burley, 
Caro line 
Miller. Henry 
Kehm, 
Ralph Gil­ 
mo re. Flo yd Irwin. 
Mrs. William 
Eggers, Do nald Carnahan. 
Chris 
Mo siman, 
Ro y 
Carnahan, 
Jo e 
Campbell, Ed Weller, Mrs. Leo n­ 
ard Dav is, Mrs Jo sephine To rrt, 
Mrs Cliffo rd Eddy, Harlan Olao n, 
Mrs Ro y Swo pe Mrs. R W. Bunt­ 
ing Mrs. Gerald Jo hnso n Mrs. D. 
“Co nco rd Co aches," pamted and 
C, Tho mpso n, Ro y Miller, William deco rated in go ld and v ario us gay 
Rsuer 
Mrs 
A. J 
Bemardine 
co lo rs 
were the mo st 
impo sing 
ehicles 
used o n 
the o ld Illino is 
age co ach ro utes acco rding 
to 
ander Lumber Co 
H 
F. 
Co nk, ; the Illino is Writers’ Pro ject, WPA. 


Co nco rd Co a ches W ere 
G a y a s Circus Cha rio ts 


Camp Grant, 
111. 
(Special) 
Pro claiming Camp G rant o ne o f 
the finest they ev er 
had 
seen, 
nearly 200 lo cal selectiv e serv ice 
bo ard o fficials fro m no rthern 111 
ino is to ured the recruit receptio n 
and medical replacement centers 
here this week. 
Purpo se o f the v isit, which was 
plannned by Brig. Gen. Jo hn M. 
Willis, 
camp 
co mmander, 
and 
Lieut. Co l. 
Hans C. Mlnuth re­ 
ceptio n center co mmander, waa to 
giv e the ho ard members an Insight 
into the wo rkings o f the camp In 
o rder to guide them in their ac­ 
tiv ities. 
Third To ur 
Co o perating in the 
enterprise 
waa Co l. Paul G. A rm stro ng, o f 
Springfield, state Selectiv e Serv ­ 
ice directo r, who stated the to ur 
was the third to be held in Illino is. 
He said th at until the present 
time lo cal bo ard men knew no th­ 
ing o f the 
o peratio n 
o f 
Camp 
G rant except w hat they had read 
in newspapers 
MaJ. W. J. DuBo ge, o f W ash­ 
ingto n, a selectiv e serv ice 
field 
directo r, said this to ur was the 
first o f its kind 
in 
the natio n 
which had co me to his attentio n, 
“I think it is the finest ap p ro ach 
to the mo rale pro blem that can 
po ssibly be fo und," he said. 
Arriv ing sho rtly after no o n, the 
gro up was greeted by General Wil­ 
lis and then taken o n a detailed 
to ur o f the receptio n Camp Grant, 
first aid « electiv e serv ice x x the 
receptio n center to witness the 
pro cessing o f new so ldiers 
T h e y 
v isited the classificatio n 
sectio n where they o bserv er! train­ 
ed 
perso nnel 
men 
interv eiwlng 
the recruits in an attem pt to find 
their pro per mchea and the ad­ 
m inistratio n o f typho id anti-to xin, 
blo o d typing and v accinatio ns. 
D im ing to the clo thing div isio n, 
they saw the men being fitted 
with regulatio n clo thes o f winter 
issue fro m sho e« to eaps 
“ Thing* Hav e C h a n g e d” 
“Things certainly hav e changed 
here " o bserv ed Warren Ro wan, a 
v isito r fro m Belv ldere. “When I 
came to Camp Grant, back in 1917, , 
... 
. ... 
♦ w 
i 
. J 
* 
u 
na 
rev enue o ffices o r po sto ffices 
they just threw a pair o f sho es; 
lo ,„ 
at me and we wo re them whether 
th e y fit o r no t No w a man has 


M artin explained 
the 
v alue 
o f 
building rugged bo dies 
a s a gro up 
o f so ldiers dashed o v er the quarter 
mile co urse, scaling walls, jumping 
trenches and spaning creeks. 
He to ld the v isito rs the principal 
purpo se o f this phase o f the wo rk 
was to strengthen the Indiv iduals 
physically so they wo uld be able 
to co pe with any situatio n which 
m ight arise in the future. 
Fred J. Walz, o f Auro ra, stated 
he believ ed this co nditio ning was 
o f great v alue In building bo dies 
“We had a so mewhat similar pro ­ 
gram at G reat Lakea, 111., In 1917 
when I was in the nav y, he said, 
“and I believ e it is a splendid 
a nd 
m o st pro fitable Idea.” 
On the camp drill field the selec. 
tlv e serv ice o fficials saw a who le 
battalio n and 
the 
Camp G rant 
band in retreat parade fo rmatio n. 
Hav e Army C ho w 
At the co nclusio n o f the day’s 
pro gram the v isito rs were taken to 
a receptio n center mesa hall fo r 
a meal o f regular arm y cho w and 
a discussio n 
o f 
lo cal 
selectiv e 
serv ice pro blems. * 
Success o f the v enture was In­ 
dicated by Jo hn W. Dubha, L a­ 
Salle co unty Rppeal agent, who 
said he co uld think o f no way in 
which camp o fficials co uld better 
tell bo ard members abo ut activ i­ 
ties here than a to ur o f this so rt. 
Capt. Baird Helfrich, o f the se­ 
l e c t ! v e 
serv ice 
headquarters, 
Springfield, termed 
it 
“a 
mo st 
splendid idea bo th fro m the v iew 
po int o f the ram p o fficials and 
th at o f lo cal ho ard men.” 
Ho pe that o ther to urs o f the 
kind wo uld be hdd was expressed 
by Albert Ruggles, secretary o f 
the Dixo n bo ard. “We are thankful 
to Camp G rant fo r this o ppo rtu­ 
nity to see the Inside o f things,” 
he declared. I ho pe th a t similar 
pro gram s will he held in the fu­ 
ture 


Trea sury Prep a res to 
Co llect Ta x Fro m Ca r 
O w ners fo r 5 Mo nths 
W ashingto n, 
No v . 
22— (APi — 
Tentativ e treasury plans fo r co l­ 
lectio n o f the new $ 5 a year fed­ 
eral auto mo bile use tax called to ­ 
day fo r the mailing o f bills to an 
o wners by a co mmercial publish­ 
ing co ncern. 
Altho ugh 
no final 
signatures 
hav e been affixed, the co ntract has 
been drawn up to hav e this wo rk 
do ne by R 
L. Po lk & Co ., fo r 
abo ut $ 100,000. 
The ro ncern wo uld co mpile the 
list o f auto mo bile o wners fro m 
state, registratio n lists and 
mail 
o ut bills payable either a t inter- 


Fre nc h Mus t Ke e p 
The ir Mouths Shut 
or Risk Ja il Te rm 


New Yo rk, (Th* Special News 
Serv ice) — France 
to day 
is 
a 
co untry 
where 
yo u 
keep 
yo ur 
mo uth shut—literally—o r run the 
risk o f go ing to jail. 
Particularily 
In 
the 
o ccupied 
zo ne, freely expressed appro v al o r 
criticism o f any phase o f o fficial 
o r m ilitray attv lty m ay lead to 
arrest o r denunciatio n. 
It extends ev en to an uno fficial 
pro hibitio n against speaking Eng­ 
lish In public places. 
So me o f the unfriendly feeling 
o f French peo ple to ward Ameri 
cans arises fro m disco ntent o v er 
the present situatio n and a desire 
to blame so mebo dy, ev en unreaso n­ 
ably, fo r France’s defeat. 
PecnUar Feature 
The peculiar feature o f the sit­ 
uatio n is that an unco nsidered re­ 
mark amo ng strangers o ften may 
be Interpreted sev eral ways, with 
unpleasant co nsequences attached 
to each. 
Fo r example, a Frenchm an was 
talking to a dinner co mpanio n In 
a Paris restaurant o ne night no t 
lo ng ago . They were discussing the 
entrance o f Japanese 
tro o ps 
In 
French Indo -Chlna. 
“The dammed 
Japanese hav e 
finally go tten in,” he said. “I sup­ 
po se the o ld marshal kno ws w hat 
he’s do ing but I so metimes wo n­ 
der. But I can see ho w we co uldn’t 
help Indo -China defend herself.” 
Tho se expressio ns go t him Into 
tro uble in two different ways, and 
the next, mo rning because he was 
well kno wn in Paris 
he was tak­ 
en Into custo dy by French po lice 
fo r questio ning. 
A German o fficer 
In 
civ ilian 
clo thes repo rted he had expressed 
anti-axis sentim ents by referring 
to the 
“dammed 
Japanese." 
A 
Frenchm an—A stro ng supo rter o f 
the Vichy go v ernm ent—who o v er­ 
heard his rem arks to ld a friend 
in the prefecture o f po lice that 
Mr. X. had criticized the m arshal 
by calling him “o ld" and intim at­ 
ing he perhaps did no t kno w what 
he was do ing. 
“Harm less” Rema rks 
Mr. X. explained to French de­ 
tectiv es that his rem arks altho ugh 
careless, were harmless, and he 
was released after he had signed 
a statem ent adm itting 
he 
had 
made the rem arks but denying he 
intended to o ffend anyo ne. 
But 
no w he has an o fficial 
French 
po lice reco rd, and if he Is repo rted 
again he will already hav e o ne 
black m ark against him. 


OREGON 
m rh a 
h i .t o n 
Repo rter 
Phone » 52 V 
II You Ms« « Vout 
Col» 
Jam« « R« il|y ara X 


Adult Classe* 
Miss Do ra Darner, instructo r o f 
ho me eco no mics a t Orego n high 
scho o l anno unces the first meet­ 
ing o f the adult ho memaking class 
fo r Mo nday night fro m 7:30 to 
9:00 o ’clo ck. The first lesso n will 
be “Related Art and Its Practical 
Applicatio n to 
the 
Ho me and 
Dress.” 
The first meeting o f the farm ­ 
ers’ ev ening scho o l wil be held in 
the agriculture ro o m o f Orego n 
high scho o l Mo nday night at 7:30, 
as anno unced by A rthur Schick, 
v o catio nal agriculture Instructo r. 
The to pic will be “So il Co nserv a­ 
tio n/* 
All farm ers o f the co m­ 
m unity are inv ited to attend these 
meetings. 


Perso nals 
Rev . and Mrs. Paul E. Turk 
mo to red to 
Mendo ta 
Thursday 
mo rning where they were jo ined 
by her parents, Mr. and Mrs. Aug­ 
ust Go ebel and all 
were 
dinner 
guests o f Rev . T urk’s parents, Mr. 
and Mrs. Frank Turk at Auro ra. 
Mrs. S. A. Garard entertained 
at luncheo n Thursday, Mr. and 
Mrs. Carl Kramer, Mrs. Lo uise 
Knauer o f Mendo ta and Mrs. Min­ 
na Farnsw o rth o f 
Lo s 
Angeles, 
Calif. 
Mrs. J. F. Senders has returned 
to the ho me o f her so n-in-law and 
daughter, Dr. 
and 
Mrs, W. S. 
Bo wen 
after 
spending 
sev eral 
mo nths 
with ano ther daughter, 
Mrs A. F Games and family at 
Po ntiac, Mich. 
Mrs. Alfred Larso n and family, 
Mr. and Mrs. Jam es Dunlo p and 
family o f Batav ia, Mrs. C. F. A n­ 
derso n and Mias Betty Peterso n 
were dinner guests Thanksgiv ing 
o f Mr. and Mrs. Carl Anderso n. 
Mr. and Mrs. Jo hn A. Rho ads 
had their family with them fo r 
Thanksgiv ing, Mr. and Mrs. Alto n 
Rho ads and 
so n 
o f 
Ro ckfo rd, 
Lieutenant 
and 
Mrs. 
Darrell 
Rho ads o f Camp G rant and Mr. 
and Mrs. Merv in Rho ads o f Mo line, 
Mrs A. W. Ho yt was a guest 
o v er th* Thanksgiv ing perio d a t 
the Dr. Guy ho me in Fo nd du Lac, 
Wis. 
Mr. and Mrs. Ra lph Stiles and 
so n L arry 
spent 
Thanksgiv ing 
with his parents, Mr. and Mrs. 
Peter La * a t DeKalb. 
Mis* Bllx a beth Peek was a v isi­ 
to r o v er Tha nksg iv ing a t the ho me 
o f her bro ther, Geo rg e N. Pea k 
a t Mo line. 
Mr. a nd Mrs. Ja ma s To wlsr ha v e 
mo v ed to the ho me o f her mo ther, 
Mrs. Sa muel Purteema n a nd ha v * 
rented their residence to Mr. a nd 
Mr* . Jo hn Sweeney . 
Mr. a nd Mrs. C. D. Etny re ha d 
a s dinner g uests th« ir da ug hters, 
Mrs. W. J. Ma ther, Mr. Ma ther 
a nd da ug hter Ma rjo rie a nd Mia s 
Ma rjo rie Etny re o f Chica g o . 
Mrs. S. O. G arard entertained 
a t Thanksgiv ing dinner, Mr. and 
Mrs. W. F. Knauer, Mr. and Mrs. 
L. F. Knauer and 
Mrs. 
Lo uis* 
Knauer o f Mendo ta and A tto rney 
and Mrs. G. K G arard and chil­ 
dren. 
Dr. A. R. Bickenback was en­ 
tertained a t the ho me o f relativ es 
at No rwo o d Park Thanksgiv ing. 
Mr. and Mrs. Geo rge Shelly are 
mo v ing this week Into their newly 
remo deled ho me o n So uth Fo urth 
street. 
Judge ai.d Mrs. Leo n A. Zlck 
and children, acco mpanied by their 
mo thers, Mrs. Elizabeth Ro wland 
and Mrs. M ary Zick, with Mrs. 
Ann Kennedy o f Po lo were dinner 
guests Thursday o f Mr. and Mrs. 
Kenneth Guthrie at Peki.i. 


Son W at Earl y 
Illino is 
^ 
“ 
""I’ 
A r t h u r r h » '1n | 
Ca ttlema n, W riter, Find " 
,B T " r r i ' A!,‘x - 
?t 


Trinity Lutheran Church 
S'hedule o f serv ices 
fo r 
the 
week bepining Sunday, 
No v . 23. 
last Sunday after Trinity. 
10 JO a. m. Sunday, Serv ice in 
charge 
o f 
Dr. Armen Geo rge 
Weng, president o f the 
Illino is 
Syno d 
Co mmissio ning o f Ev ery 
Member Visitatio n Wo rkers. 
11:15 Sunday, Church scho o l. 
. 
:ay afterno o n, ev ery mem­ 
ber v isitatio n. 
7:30 p. m. Mo nday, Missio n cir­ 
cle. 
7:30 p. 
H a n d club 


Co lo nel William S Hamilto n so n 
o f Alexander Hamilto n, was o ne 
o f the first big cattle dealers in 
Illino is, acco rding to the Illino is 
Writers’ Pro ject, WPA As early 
as 1825 Co lo nel Hamilto n, acco m­ 
panied by fo ur o ther men, dro v e 


Theo do re Swo pe, 
Charle* 
Irwin, 
Clarence Swanlund, Paul Kessler, 
Mrs, Elizabeth Buck Mrs Gro v er 
Carnahan, Wilbur Mo ntav o n, Ar­ 
thur Zimmerman. Mrs. Jo hn Trib- 
bitt Mrs. Max 
Bradshaw, 
Amy 
Snyder, Mrs Just Mo ntav o n Mrs 
< with: a 
Co o k, 
Gus Englehardt, 


In their gaudy apparel they were 


a chance 
to get Just 
the 
right 
size in ev ery stitch o f clo thing. 
P.ae Arno ld, o f Dixo n, po inted 
o ut the same co nditio n existed in 
the Nav y in tho se years He jo ined 
the nav y Just befo re the o utbreak 
o f ho stilities 
“Tilings were Just 
the same there," he stated. "And 
so metime* there was no clo thing 


Ha rvester Co . A d o p ts 
N ew Insura nce Scheme 


Wo fk Ro o m in New Lo catio n 
Orego n Red Cro ss branch wo rk 
ro o m has been mo v ed fro m the 
Etnyre building to 
the 
seco nd 
flo o r in the Lebo wich building. All 
m aterial is o n hand, and It is s o ped 
to hav e co mpleted garm ents ready 
fo r shipment b; December 1. ’Jn- 
til further no tice the ro o m will 
be o pen No v ember 26 and each 
Wednesday 
fo lio /ing. 
Mo re 
wo rkers will be appreciated. 
Per­ 
so ns wishing info rmatio n o r o ffer­ 
ing help may 
call 
Mrs. F. W. 
Gantz, Mrs. E. L. Pryo r o r Mrs. 
D. E. W arren. 


said to riv al circus chario ts. So me 1 av ailable. I had to wait fiv e weeks 
co st as much 
a* $ 3,000, a 
large 
befo re I co uld get any so rt o f uni­ 
sum fo r tho se dav s. but riv al lines fo rm.” 
were fighting fo r business. Appar- j 
Addre** o f Welco me 
ently ‘he co aches fo rmed the be.t 
A mo to r co nv o y carried the v i« l- ifo nija men,ber„ 
0 
Amfrlca effect o n Jan. J, 1642, 
arui pro , 
part o f the trip., bec.u.e Uv ern 
to r. fro m the receptio n center to f i m co mmlttee hav e 
demandad v ide, appro ximately $ 100.000.000 
acco mmo datio ns 
were o ften po o r the Medical Department Replace- | fkat ev ery member o f co ngreaa 
a herd 
o f cattle 
o v erland fro m m>b m-av a r 
. 
t 
. 
, 
... 
_ 
, 
, 
: . 
. _ 
- — « 
— « 
, 
ev ery mcmner o r co ngress 
, Spnngfield, Illino ia, to Green Bay 
p / J f / J 
/ 
t 
T 
\ 
T 
* a 
n 
TT 7 
Pi 
i 
m ,n t T r , " ',n* c*"‘" fo r " P« * 
be required to v o te o n Impo rtant 
Wisco nsin, fo r 
Beemer, Ida Archer, and pillo w« o ' hay, 
and co v ered G r a m 
In 
th- 
W ar de p a rtm en t! 
atlo n 
isco nsin, fo r the garriso n 
at 
Fo rt Ho ward. The trip co nsumed 
mo re than a mo nth. It wo uld seem 
that Hamilto n was under co ntract 
j with the W ar 
Department, 
be­ 
cause when 
settlers at Chicago 
; so ught to buy so me o f the cattle, 
I he refused to sell. 


m. 
Wednesday, Glad 
Jn Fm]and. 
o nlv 
six perso ns 
T ■ , ;H, v rio m . 
o wn pro perty v alued at mo re than 
liA -isda j, Cho ir r e -, $7 00,000. 


Mrs _ Jo hn Zimmerman, Mrs. Jo hn 
Miller Velda Bo hart, Ro land Zim- 
merman, Laurence Heiman, Jo hn 
Archer, Mrs Flo yd Irwin, Gilbert 
Zimmerman Mrs. Do n Carnahan, 
Mrs. Alv in Beemer, Clifto n Carna­ 
han. 
M-?n* 
Rasmusten, 
Ralph 
Mehlbrech, Do n Archer. Mrs. .Toe 
Kaufman. Mrs. Ruby Daw. Wil­ 
liam Ho rten, Flo yd Archer. Mary 
K Wo lf. Oev a!d Jo hnso n. Mrs. Ida 


themselv es with their 
kets. 
o wn blan- 


F C. A. F. AWARDS WINGS 
Ottawa, Ont., No v . 22—(AP) — 
Three Illino is men were amo ng the 
42 American pilo ts who receiv ed 
their wings in R C. A. F. gradua­ 
tio n 
exercises 
yesterday. 
They 
w’ere James Wo o lfo rd o f Charles- 
to n, and Do nald Akirich and R. E 
Pettit, Mr. and Mrs. L. W. Kutter, j Stageman, bo th o f Chicago . 


I theater which included an address 
; o f w-elco m.c 
and 
o rientatio n o f 
military co urtesy in reference 
to 
; civ ilians. 
Lieut, Allen Herman, plans and 
training o fficer, o utlined the medi­ 
cal instructio n giv en so ldiers sta- 
j tio ned fo ’- 13 weeks o f basic mili­ 
tary training, po int ng o ut that 
much o f the kno wledge acquired 
wo uld be o f v alue in civ ilian life 


Under the law recently enacted, 
auto mo bile o wners wo uld be re­ 
quired to pay $ 2.09 fo r a sticker) 
go o d fro m February 1 until July 
1 o f next year. 
Then a sticker 
wo uld be required at a co st o f $ 5 
fo r the fo llo wing twelv e mo nths. 


A r m y Discip line fo r 
Co ng ress D e m a n d e d b y 
receiv e paid up insurance w'hich 
A m erica Fir8t Gro up belo ngs to them indiv idually, re- nicrer o rnham--* 
sf A * 
,6OT 
Lo s Angeles, No v . 22— (A P)— gardless o f whether they remain Vh 
. 
j? 
h 
n r ^ 
W ith the slo gan “Army Discipline 
fn the firm’, emplo ye. 
^ 
° " !> 
hana2e m Illino :3 
fo r Co ngress! 
No Tricky Pair- 
The plan, appro v ed by 80 per 
. 
ca‘e 
ings; 
No Deserters!" so uthern 
Cal- cent o f the emplo yes, will go in to ’ c “ rc ' 
^ 
.. 
tst. Paul’s « utheran 
Rev . J. E. Dale, pasto r. 
W’o rth o f life insurance fo r 65,000 i 
Sunday scho o l at 
9:45 a. m. 
emplo yes. 
The co st o f the new 
Wo rship 
serv ice, XU .00 
a. 
plan, plus additio nal sickness, ac- Rcv - Dale has cho sen ar h 
cident and ho spital pro tectio n, was mo n theme, ‘The 
¿uanifo :d 
estimated 
by 
the 
co mpany at o i G°d-” 
$ 760,000 annually. 
j 
Junio r and Seni <r L.’thei 
Ano ther 
gro up 
plan, 
under E'J© meetings Sunday ewu. 
which term life insurance will re- 
------------ 
main in fo rce during emplo yment 
by (he co mpany, wdll be co ntinued. 


CHURCH NEWS 
Presbyterian 
By special request Dr. A. R. 
Bickenback will co nduct the wo r­ 
ship serv ice at the Presbyterian 
------------ 
| church 
Sunday mo rning 
a t 
11 
Chicago , 
No v . 
22— (A P)—The o ’clo ck. 
Internatio nal Harv ester Co mpany 
Sunday scho o l 9:45 under the 
has ado pted a gro up life insur-1 directio n o f -Miss P ub’ Nash. 
» nee plan under which emplo ye» ' 
The gunday scho o , spo nscred , 


lanksgiv ing sho wer fo r 
Kem- 
mcrer o rphanage a t Assumptio n. 
un- 
o f he Fresbywerian 


defense legislatio n. 
Mrs. Lillian Pascal Day, legis­ 
lativ e chairman 
o f 
the 
Linco ln 
Heights chapter o f Lo s Angeles, 
released a reso lutio n addressed to 
Sen. Matthew M. Neely and Rep. 
Ado lph Sabath, as chairmen o f the 
rules 
co mmittees 
o f 
the 
two 
branches o f enneress. 
Neely no w us go v rno r o f West 
Virginia, and has bi n succeeded 
as head o f the a n to co mmittee 


I 


So metimes an airplane can 
be 
seen fro m the gro und 
when the 
gro und canno t be seen fro m the 
At the o bstacle co urse Co lo nel ( by H arry F. Byrd o f Virginia. 
i plane. 


(Additio nal Or-go n news 
fo und o n tho so ciety page.) 


Tha wo rld’s deepest restaurant, 
in the Carlsbad 
Cav erns. 
New 
Mex ico , is 7 00 feet belo w the sur­ 
face. 


I l *1 
Foolirv? Either 
BOOTS AND HER BUDDIES 
r \ OOKVT VNOW YOV\Y r 
VOO 
, \Ki THE 
1,1 
FlRSV 9VAC.E *. Y 
o^oKi'T as k v o u 
r r ^ ‘ 
TO ---- 
t; ; 


By EDGAR MARTEN 


WOTb H t SAV.^OOTS ? 
YOWXfO v \t 6 0 ? V H 
A^OOT AT TK‘ t.K»0 
o v M V 9 AT\VK>C^ ; 


VOO ’ HA'HAVkA .... O '*. T **A T s 
W>OkOVRFOV *. V OOVjT NtVO t v t s 
TO S V t TV\kX VOO OK)VV Y tV V 
SOQUV VOV tA t I VOtVV A OOMT 
YOANT VO O P s y m pa th y ; OO VOO 
ONOtPTpTAVà O ? A L L I YOAVÌT \<b TO 
VET AVONfc — 
_____________ 


~~ , . 
9CLASV , ’ 
WONT VOO 
VET ME 
HtV? VOO 


VALENTINE STATE 
L ^ iS V ,M\STOH 
AM ON ANOT*OH 
9NW.9^ öV — 
f 


HOWDY, VO ' HONOR. 
• WAV .r -IT 'L L SHORE! 
BE A NICE DAY. EF 
IT DON'T R A IN 
— 
C A T S 
/ S f S m 
A 
N 
' 
Y v iJP ® H A W C .V 


PRINCESS 
m a y I 
PRESENT 
n v 
NEPHEW, 
NR. 
Y Q K U M / 


(-SHE'S f it STAKING 
HIS UNCOUTHNESS 
FOR WIT AND 
c h a r m f 
- r n 
SO RELIEVED?-) 


1 
Y-YES- \ 
HE HAS 
Ì 
A FIN E 
I 
H E A D 
‘ 
ON HIS 
SHOULDERS 


OH.YAS'N.'- 
AH L L E E 
WITTY AN' 
C H AR M IN '/ 
THASS EASY 
^ F O 'N E /- 


I'M ABOUT TO PRESENT 
VOU TO PRINCESS 
N O -N O / SHE'S 
ACCUSTOMED TO ONLV 
THE FINEST SOCIETY 
AND SO I WANT YOU 
TO BE W ITTY 
AND 
L 
/ 
CHARM INC? / ' 


OH/-HOW 
C H A R M IN G 
HIS 
^ RUSTIC 
f 
WlT„ 
V 
I S / / 


RECKON AH LL GO 
UPSTAIRS,TAKE 
MAH SHOES OFF y 
AN'STICK MAH 
FEET OUT TH' 
WINDOW T'COOL 
'EM O F F / 


f UM-M / 
> H A S N 'T 
v 
HE ?— 


By RAEBURN VAN BUREN 


AH-JUDGING FKM HIS \ HE VN Ai> \ IF SO-HE 
POSTURE/NUMBER ONE"/ LOOK1N6 
WILL FIND 
IS IN DEEP THOUGHT. 
V THROUGH I A WAV TO 
WHA* KSW CONQUEST ) HIS T£ „E- ‘-'x DESTROY 
CAN HE BE DREAM- / SCOPE 5E=0Pe\- IT.7 
ml*£ 
hC 1 FPT Pt^ ' 
HAPS H E H A S 
'A ’ ' W r , 
y r I r y f 
d scov ered a 
; i ^ B i 
| P 
m W 
fjcm of lipe 
j 
1» 
\ 
( <)V on THE MOON/ i 
f i H 


A30UT 7£ \ MINUTES L AT Eft 
UNDOuBr EDLV 
THE NOiSE OF 
TttO GUARDS 
FOLLOWING HIM 
DISTURBED His 
TRANQUILLITY 
HE MUST HAVE 
dswssed 
fw 
ONE 


* 
LOON : f 
"NUMBER ONE'' 
IS STROLLING 
TOWARD THE 
AIRFIELD, he 
HAS ONLV ONE 
GUARD NOW// 


I SEF; 
NOTHING 
"NUMBER ONE'IS 
OUT OF -----—- 
SIGHT/ 
** 


HE IS STROLLING THROUGH 
THE FOREST TO COMMUNE 
WITH NÂTU2E** NO DOUBT 


SIDE GL ANCES 


fNLIST NOW 
U .S .A K H V 
MV VOM*. 
.CiSUKVMv , 
* ft*» IN! ¿7 I „n,* 
I » Ä» , 
nr, 


By FRED HARMON 


: «RiN'CATFiSH-0 IF 
HAT 's The. G AL ,5HE 
CITA THE pM \E -~A 
Ä s o i5 Rt d e r/ 


HUR- W B E HE I R ’ED 
t o 
DECLARE HlfWSELF I Ni CNi 
wPAxGO ßiLL’5 6TOCEN1 
Go l d »-' - 


WONDER k-O THE PRSTTi 
G A l WAS TAG* lA 'E ^‘A VC 
CLA'N\E.D WAS 
ï ' 
Looking' 
, 
fCR 


GHOST 
Tbvusi DEAD, 
r e d r t dl r 


<-<Tq ’-Mi B' *.f * SfBVlCT. ìli 


By M E R R IL L BLO SSER 


— 
T 
7 
^ 
S u c r . l 
LIKE pra c tic a l 
JONES / 
WHAT D'VA WANT 
ME T ’ DO ? 
L 
^ ' T \ 


HES SIÖNJED» SEALED 
AND READY TO Be 
DELIVERED I 
r 


We’Re gonna play 
A GAG ON A GUY, 
AND WE NEED A 
STRANGER TO HELP US/ 


—*—1Y z**" * — 1111,1 l'piww». i...wwWf*T 
( / / / V 
*, 
------ 


y 
* 
* 
v SX 
j* _ \ 


MY 
GOSH 
Anjd 
| / 
you’RF 
A Three 
the 
more 
STRANGEST / POT 
GUY WE 
DOGS. 
COULD 
LEFTY/ 
Fin d / 
.r . 
_ 


Bo y , You su re 
know how To 
BUTCHER A 
B U M ----- 
AND that GIVES 
ME 
a MAPpy 
t ho u g ht / 
m o w listen 
CAREFULLY-« -- 


J ust 
GAVE 
YOU 
Three 
I know Tin not old enough lo join up - hut I llm u 
Army might need Ruck as a mascot.” 


THIS CURIOUS WORLD 
By William 
Ferguson 


y CQPB. 041 y-, ■ r~A SEPVICE. INC. T M P£Ç. U. S. P»T. OFF 
PT O M A IN E 
P O IS O N IN G , 
CON T K ARV' TO 
COAAAAON OPINION, 
IS PRACTICALLY 
C /A /W O IV A / 
A440VG» ¿VO/ MAA/ S, 
ALTHOLI6H AAANJV 
CASEfc OP FOOD 
IMPECTI ONI AR E 
SO - C A L L E D / 
the wdbo 
P T O M AlfsJ E 
COMES FROM THE 
CREEK *4PTOMOST 
MEANING A 
C>M^\ O ^ Q £ jy... 
ANJD ROOO S O 
DECOMPOSED AS 
TO COM TAIN TRUE 
PTOMAINE POISONI 
WOULD BE Or n .M5VE 
TO 6-OTH SI&MT 
AND SAAEL.L. OF 
CIVILIZED PEOPLE. 


By ROY CRAN t 


WELL! 1 MU6T SAV THEV p^Hl T — E M 
TD BE IN A V E ß Y ö P E A T « U pR V TO . A T 


ä 
”- 3 K T V J w epe *~ t he v w'e 
¡W 
TT>-------- 


WE w an t to CHECK ON A SUSPECT, PODNEP.-HOF 
IN THE CAR WITH VICK I...IF SOU FIND HIM,STAY IN THE 
---------------------------r 
CAR AND WATCH HIM 
. 


INJA6H TU0B5 
V CAROL 5-MD 
AND A BLONDE.., 1 WASH WAS 
AND IW SURE , 
WORKlNaL^TE. 
IT'WASN’T HIS 
1 
\\A YBB HE’S 
WIFE * 
1 TAKING CME 
I OF THE OFFICE 
V 
V 6 ICLS HOME 


WELL, FOP 
PITY SAKEts! 
DID SOU SEE 
WHO IVAS IN 
THAT CARf 


sfccvice iMC t m pcc. u s fM 


Ooola Makes an Impression 


T< ) AKNT3. E NCLlOHMLLNJ^ 
KikkO J OHN’S MEM 
ACE CONTINO 
Y 


^ 
A V E ( A N D I T ’S 
MECCY SAKES' \ ^ o f^UP.P’RtSE 
IT MUST ©E THE / TO ME H E 
Ol-D MICK HIM- 
Y5,\t>eS- WITH 
SELF THAT BRIW G SS AGAINST 
K 
T H IS CALL. 
/ THE KING/ 
AFTKAO 
OUT OF THE 
I 
S 
-i 
lV V 
MIO HT f 
) 
A- 


1*^ \ MOM3TER2. / AVE...NO SUCH ^ 
s^ / BUT IT WAS NO ; 
\F R O M T H E /C O M PLETIO N 
, T*WAS A 
\ Gl CL, YOU CAN ' OH, AA1D 
- 
•H '5, \ PIT... BUT 
EVER CAME 
(FINE LOOKING \ BET, WITH /V O U THINK 
RIMES SoOT ITS 
FC30N'l A PVACEI LAD... FR ESH j SUCH A 
( SUCH 1 r NC- > 
HAVE 
TCIDER 
\ OF FIR E AMD V A S A GIRL J RESOLUTE E>E PJE 
TT * C 
HAMED ] 
V, 
BRIMSTONE 
A - 
JTAVJ AMD V FOR Mi M, DO 
EVEN 
Ù& jf m 
' 
I 
^ 
I 
FlERV E V E | 
Y O U , V 
5» AT AM ^ Ê S Ê 
* __ 



r ■—K 
y 
\ 
^ 
l ÔIKAPLI .. TQI 


COP« t»41 B» Nf * fiPVift SC 
/ s CARROU&EL. 
< 
,\ \ A N U h A C T U F E R M A K E o W H A T I 


ANSWER M m 
j:« • i< unT 


NL Af. Hoh do wf knem nut? li'td on 
Mhrn : 
¡¿O0f j T M ft— M « 
OPR. <>4< gy 
S£g 
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DIXON EVENING TELKUK 
Dix o n , Illin o is Satu rd ay , No v emb er 2 2 ,194 1 


Dix o n. Illino is, Sa turda y , No v ember 2 2 , 1 9 4 1 
DIXON EVENING TELEGRAPH ’ 
Page Nine 
THE BEST AD IN THE WOR LD ISN'T WOR TH 5c W ITHOUT R EADER S 
(THE DIXON EVENING TELEGR APH R EACHES 
OVER 30.000 R EADER S DAILY) 


DIXON T ELEG R A PH 


rtR M - S O F S U B S C R IP T IO N 
in D ix on bv c a rrie r 
20 ce n t* per week 
r 
$ lO net 
re a r 
p a y a b le s t r f it lv in ad 
an ca 
B y 
m all 
o u t* ld * 
L e e 
and 
a d lo ln ln n 
o u n tie * — P e r 
year, 
$ 7.0 0 ; 
si» 
m o n th * 
3 73: 
th re e m o n th * 
* 2 .0 0 ; one m on th 
5 c e n t* 
B y m all In L e e and a d lo in ln ir o ou n tle* 
— P e r 
ye a r. 
S S O O - 
*1* 
m on th *. 
*2 .75 ; 
h r* * 
m o n th *. 
$ 1,50 ; 
on* 
m on th. 
SO 
e n t* i p a ya b le s tr ic t ly In a d va n ce 
S in g le cp plaa— 8 ce n ts 
E n te re d 
at 
the 
p o s to ffie * tn 
th e c ity 
•I 
D ix on , 
lllin o i* . 
fo r 
tra n s m is s io n 
h ro u g h 
th e m ails aa *ac.ond c ia * s m ail 
n a tte r. 
M E M B E R 
A S S O C IA T E D P R E S S 
W it h F u ll L e a s e d W ir e S e rv ic e 
T h e 
A s s o c ia te d 
P re a * 
I* 
e x c lu s iv e ly 
n titla d to th e n*e for 
re - p u b lic atio n oi 
ill n e w * c re d ite d to it or not o th e rw is e 
re d ite d to th i* paper an d also th e local 
le w s th e re in . 
A ll r ig h t* of re - p u b lic atio n 
if sp e cial d ia p a tc h s * h arem a re alao re 
• erved. 


Telegraph W an t Ads 


N o A d * C o u n te d L e a s T h a n 25 W o r d * 
1 in s e rtio n <1 d a y ) 
................... — 
50c 
2 in s e rtio n s <2 d a y s ) 
7$e 
3 in s e rtio n s 
(3 d a y s ) 
— 9 0c 
(6 c per lin e for su c ce e d in g In s e rtio n s ) 
(C o u n t 8 w o rd s oer lin e ) 
1 Oe S e rv ic e C h a rg e on all b lin d ada. 
C ash w ith o rd er. 
C a rd ol T h a n k s 
| ) 00 m in im u m 
R e a d in g N o tic e 
( c it y b rief 
c o lu m n ) 
...............- ....... 
20e per lin e 
R E A D I N C N O T IC E 
R e a d in g N o tic e (r u n oi 
p a p e r) 
... 
...... ..— 
15c per Hne 
W a n t AH F o rm * C fo*e P r o m n tly at 
I I 
A . M . 


T h e D ix on E v e n in g 
T e le g rap h is * 
m em ber of th e A s s o c ia tio n of N sw s- 
p aper 
C la s s ifie d 
A d v e rtis in g 
M a n a ­ 
gers 
w h ich 
in clu d e s le a d in g n e w s p a ­ 
p ers th ro u g h o u t th# c o u n try and has 
for one of its a im * th * s lim in a tio n of 
tra u d u le n t 
and 
m is le a d in g 
c la s s ifie d 
a d v e rtis in g . 
T h e m em b ers of th# a s­ 
so cia tio n en d eavo r to p rin t o n ly t r u t h ­ 
ful cla s s ifie d a d v e rtis e m e n ts an d w ill 
a p p re cia te h a vin g its a tte n tio n ca lle d 
to an y a d v e rtis e m e n t not co n fo rm in g 
♦o th# h ig h e st s ta n d a rd of h o n e sty. 


Automotive 


B U Y Y O U R 
U S E D C A R S A T 
H E M M IN G E R G A R A G E 
Nash 
Tel. 17 
Packard 


1 & 3 6 
Diamond T — 2l* 
ton truck, 
in tip-top mechanical shape, tires 
are like new. Long wheelbase 
AR THUR M IL L E R 
603 Depot Ave. 
Ph. 33» 


E X P E R T C A R A T R A C T O R 
R A D IA T O R Cleaning and 
R epairing. 
86 Hennepin 
R hodes W elding A R adiator Shop 


NOW 
I S T H E T IM E FO R 
Y O U R F A L L M O TO R 
T U N E - U P A N D G R E A S E 
J O B 
W E H A V E 
S P E C IA L R A T E S ! 
Cold w eather is here 
Get Your R adiato r 
R epaired Now! 
Call 243. 
W ILLIA M S MOTOR SA LES 
368 W . E v e re tt St. 


B U Y B U IC K 
T R A D E - IN S 
108 N. Galena Ave. 
Tel. 15 
O S C A R JO H N S O N 


FOR D V-8 
TR ADE-INS 
1 02 0 
1030 
1031 
1032 
1933 
1032 
1934 
1035 
1935 
1936 
1936 


Chev. Sedan , . 
Pontiac Coach 
Ford Sedan .. 
P ly . Coach . .. 
Ply. Sedan . . . 
Ford 4 c y l’d Ch 
Chev. Sedan .. 
Ford Coupe . . 
Ford Tudor . . . 
Dodge Coupe . 
Ford Dx Tudor 


$ 30 00 
.$ 45.00 
.$ 75.00 
.$ 75.00 
.5 75.00 
$ 95 00 
. $ 95,00 
$16.5.00 
$185.00 
$225.00 
$245.00 
GEO. NETTZ & CO. 
OF DIXON 
Ford 
M ercury 
Lincoln 


1940 O L D S - 1939 P L Y M 
4 D O O R T O U R IN G S E D A N S 
212 Hennepin Ave. 
Tel. 100 
M U R R A Y A U T O CO. 


1940 W I L L Y S Deluxe Coupe 
1039 Plvm 
2 dr. Del. Sed. 
R ea r P O. Bldg. 
Tel. 180 
F R A N K P E R R Y . W I L L Y S Sales 


E X E C U T R IC E S ' S A L E O F 
Personal 
Prop erty 
of 
the 
late 
M ary E . Toseny at. 621 S. Henne­ 
pin Ave 
T U E S ., N O V. 25TH — 1:30 P. M 
Furniture, Some Antiques. 
R adios. Dishes. L inens, etc. 
M arian 
V. 
Fenton 
& 
Agatha 
Tosney, 
Executrices. 
R . L. 
V a rn e r, Clerk: Ira R utt, auction­ 
eer. 


L E T U S R E P L A C E Y O U R 
W IN D O W G L A S S 
Phone 677 
107 Hennepin Avenue. 
Dixon Pain t & W allpaper Co. 


GOLDFISH 
B o w ls— Moss 
Ornam ents 
10c and U p! 
B U N N EL L ’S SEED STOR E 


Fo r S a le — Estate 
Heatrola. 
like 
new. 
Also Poland China stock 
hogs, 
medium 
type. 
Priced 
to 
sell. 
Can deliver. 
Phone 7220 
Ed Shippert, Fran klin Grove 


O U R W ID E S E L E C T IO N 
O F C H R IS T M A S 
G R E E T IN G C A R D S 
A L L Styles 
A L L Prices 
B F. SHAW 
P R IN T IN G C O M P A N Y 
124 E A S T F IR S T ST. 


Fo r Sale; Good Used 
B alin g W ire — tied in 
bundles, 
Oiled and in good condition. 
G E O R G E F R E Y 
Inquire Stork Yard s in Dixon. 


W e pay hignest cash prices for 
dead 
horses, 
cattle 
and 
hogs. 
Phone Polo 234 R everse charges 
P O L O R E N D E R IN G W O R K S 


W anted— Clean Cotton R ags. 
B 
F. Shaw Prin tin g Co. 


$3,00 to $6.00 P A ID F O R 
D E A D H O R S E S A C A T T L E 
(exact price 
depending on size and condition) 
W E A L S O P A Y F O R D E A D 
H O G S 
R O C K 
R IV E R 
R E N D E R IN G 
W O R K S 
Phone: Dixon 466-—R everse 
Charge« 


4c P E R l b ’ 
P A ID F O R 
CLEAN R AGS 
Delivered to Press R oom 
D IX O N E V E N IN G 
T E L E G R A P H 


Fuel 


C E N T R A L IL L IN O IS 
LUM P COAL 
$5 90 Per Ton 
Phone 140 
MAR Y H ELEN 
..E a s te rn K entucky Lum p C o a l.. 
$9.75 Per Ton 
D IX O N D IS T IL L E D 
W A T E R IC E CO. 
Tel. 35-388. 
532 E. R iver 


M ILW A U K EE 
SOLVAY COKE 
$11.75 Per Ton 
R IN K COAL COMPANY 
Phone 140 


Farm Equipment 


F o r 
Sale: 
John 
Deere 
mounted 
corn picker, Model 25. In good 
condition. $300.00 
Ph. N22 
E a r l Morris, R oute No. 3, Dixon 


F O R S A L E - U S E D A LL1 S- 
Chalm ers Combine w ith Pickup, 
$225. 
Used W30 McCormick- 
Deering Tracto r on steel. 
Amboy, 111. 
E D R R A N IG A N 


U S E D — F12 Tracto r on steel 
$300; W30 Tractor on step], $ 3 5 0 
C O F F E Y IM P L E M E N T S T O R E 
321 W . F irst St. 
Tel. 104 


If you have more corn than your 
crib w ill hold, we suggest Slat 
Cribbing 
4 ft. 
high 
by 12 ft. 
diameter. 
400 Bu. Capacity. 
O ttaw a A R iver St. 
Tel 
1297 
W AR D’S FAR M STOR E 


Livestock 


S T O C K E R S A F E E D E R S at all 
times. 
mi. N. E. of Ashton 
on R . 330. 
R ochelle Th. 91313 
A S H T O N C A T T L E CO. 


B U Y and S E L L 
Y O U R L IV E S T O C K A T 
S T E R L IN G S A L E S P A V IL IO N 
A-U-C-T-I-O-N 
E V E R Y T H U R S D A Y 
F O R F U R T H E R IN F O R M A ­ 
T IO N W R IT E O R C A L L 
S T E R L IN G S A L E S , IN C . 
Phone M ain 496, Sterling. 111. 


R O E 'S C O N S IG N M E N T S A L E 
N ew Sale Barn , One Mile 
E a s t of Chana, 111., on 
R oute 64. 
TUES., NOV. 25th, 11 A. M. 
. H O T L U N C H O N G R O U N D S . 
Stock,* Butcher 
Cattle, 
D airy 
Cows 
and 
Heifers, 
fresh 
and 
springers. Beef and D airy Bulls, 
Veal Calves 1 Purebred Holstein 
Bull. Boars. Sows, Feeder Pigs. 
Butcher 
Hogs, 
Sheep. 
Horses. 
Poultry. 4 rooms of Furniture. 
B R IN G W H A T Y O U H A V E TO 
S E L L . 
A GOOD M A R K E T 
M 
R 
R O E , auct. 


F O R S A L E 
5 0 F A L L P IG S 
W eight approx 
40 lbs 
J. C. JA Q U E T 
Phone A-4 
R . F 
D 


Business Services 


H E A T IN G S P E C IA L S 
Furnace 
Stokers, 
Oil 
Burners, 
A ir Conditioners, M yers 
W a te r 
System s. 
B u y from 
a 
heating 
contractor 
and 
have 
comfort. 
Call or visit W ells Jones Heating 
Service. 
Ph. X I 456 


S H IP M E N T S W A N T E D O F A L L 
Kinds 
To 
and 
From 
Chicago. 
Also, Local and Long Distance 
M O V IN G . 
Weather-proof Van 
w ith pads. 
Interstate Perm its 
D IX O N P H O N E K566 C H IC A G O 
P H O N E S Canal 2747-2731 
S E L O O V E R T R A N S F E R CO. 


S E C U R IT Y S A I ,E S CO M P A N Y 
O F 
D IX O N 
A L L B R A N C H E S 
O F IN S U R A N C E . 
P H O N E 379 
06 G A L E N A A V E . D IX O N . IL L . 


R A D IO S E R V IC E 
A ll 
makes 
R adios. 
Washers. 
Electrical 
Appliances 
repaired 
Prom pt service: 
r e a s o n a b l e 
prices. 
C H E S T E R B A R R IA G E 


R entals 


W A N T E D ! 
B U S IN E S S W O M A N 
TO S H A R E 
M O D E R N . 
W E L L 
F U R N IS H E D A P A R T M E N T 
or a Sleeping R oom Fo r R ent. 
Address Bex 41. r o Telegraph 


Fo r R en t: 
S L E E P IN G R O O M 
Close in. 
$3.00 
Phone R 9 03 


Fo r R en t; W arm . Pleasant 
SLE E P IN G R OOM 
in modem home, reasonable 
816 E 
S E C O N D 
ST. 


Fo r R ent 
Modern 
sleeping 
room. 
Quiet 
neighborhood, 
421 E 
Firs t St. 
Also garage space. 
Phone R 443 


F O R R E N T 
4 R oom N ew ly Decorated 
Modern 
Apartm ent 
2nd. 
floor. 
4 exposures in beautiful Grand 
Detour. 
Heat and new E lectric 
R ange furnished. Garage in­ 
cluded. 
Larg e yard, 
P H O N E D IA L 0,82. 


Fo r R en t: 2 room 2nd Floor 
FUR N ISH ED APAR TM ENT 
Garage; 
Private Telephone. 
812 W F IR S T ST. 


F O R R E N T : 2-R OOM 
M O D E R N F U R N IS H E D A P T . 
Heat, light, w ater furnished. 
C A L L W383. 
1111 W E S T 4TH. ST. 


DIXON MANOR 
US-122 E. F E L L O W S ST. 
N O W A V A IL A B L E 
Several 21a and 3% room 
Apartm ents 
Some w ith 
Pullm an 
kitchens; 
heat, 
w ater 
Ja n ito r service. Tub with shower. 
Soft w ater and laundry facilities. 
$35.00 to $45.00 per month. 
In ­ 
quire at office, 122 E. Fellow s St. 
10 a. m — 4 p. m. Phone X I 601. 
Ask for M R S. S P E R O N I 


Sah 
R eal Estate 


Fo r Sale; 7 room house, 2 apts. 
Insulated, new stoker. On paved 
street. House in very good con­ 
dition. 
Price 
$5000 00. 
W rite 
Box 35. c/o Telegraph. 


L O T S F O R S A L E 
Each 50' x 150' 
North side— good location. 
A ll 
front on paved street. 
Paving 
and 
sewer 
assessments 
paid. 
M onthly payment plan if desired. 
W rite Box 34, c/o Telegraph. 


F o r Sale— N ew 
modern 5 room 
bungalow. 
Landscaped. 
Conve­ 
niently located for 1. N, U . em ­ 
ployee. W rite Box 31, c/o Tele­ 
graph. 


W anted: 
Unim proved 
10 
to 
20 
acres on good road near Dixon. 
Phone 487 or 37300 
110 Galena 
Ave., Dixon 
C L A U D E W 
O U R R E N R 


Help W anted 


W A N T E D — R efined, 
intelligent, 
fastidious 
maid; 
c o m p l e t e 
c h a rg e ; 
nights home preferred; 
must be good cook, and in ex­ 
cellent health; good salary; per­ 
manent; off Sundays Phone 1269 


W anted: A single or m arried man 
Experienced man for year around 
job. No others need apply. W rite 
Box 44. c/o Dixon Telegraph. 


W ANTED—G IR L 
Fo r General Housework. 
CA LL B1121 


W ork W anted 


Young W om an 24. desires house­ 
work at once; good ref.; w rite 
Frances Lee, Oregon, 111 . R . F 
D 1. or Call Oregon 92622 


Business Opportunities 


GO OD O P P O R T U N IT Y 
F O R S A L E O R R E N T ! 
Service Station 
on highw ay in 
Dixon 
doing 
a 
good 
business. 
Also modern residence and large 
warehouse in connection. On ac­ 
count of illness operator desires 
to dispose of business. 
T E L . XS27 
A 
J . T E D W A L L A G E N C Y 


Food 


Cistern A Cesspool Cleaning 
Building 
A 
R epairing. 
Also 
Tree 
work 
of all 
kinds 
done. 
Drop a card. 
L a va l Shank 
805 W . 6TH ST. 


Beauticians 


M A C H IN E and 
M A C H IX E L E S S 
PER M AN EN TS 
Fo r Appointment, Call 418 
V O G U E B E A U T Y S A L O N 


FO R S A L E : D R E S S E D 
P O U L T R Y ! Country-style 
Turkeys Geese. Ducks Chickens 
and C iineas. 
Delivered 
W rite 
F O S T E R M A T T E R N , 
Fran klin Grove. 111. 


R U T H 'S B E A U T V S A L O N 
Gives the expert beauty care 
every woman experts, 
economically. 
110 So. Dixon Ave 
Call 1630 


W anted To Buy 


$5 
to 
$15 
PA TD 
F O R 
L IV E 
S IC K . 
C R IP P L E D 
O R 
D IS ­ 
A B L E D 
C O W S. 
$3 
to 
$8 
for 
Horses. 
Cali 650 
W n u P. O. 
107, Dixoa 


H IG H L IG H T Y O U R H A IR 
with Clairol Shampoo tint. 
Call 546 
G L A D Y S IR E L A N D 


G EN U IN E PADOI. 
'T h e Perm anent W ave steamed 
in 
a 
hath 
of 
o il" 
B y 
expert, 
licensed operator« 
$5.00 
Lorene Beauty Service 
123 E. F irs t St. 
Phone 1366 


ADVERTISE 


THINGS YOU DON'T 
NEED - - - BRING 
EXTRA CASH 
FOR CHRISTMAS 
SHOPPING, HERE 


W BBM 
H srl 
Sm ith ’s 
W M A Q 
Music You Want- 


Orch. 
— 


- W E N R 


I 


CALL 5 
ASK FOR AD-TAKER 


25 WOR D WANT-AD 
(5 Lines) 
ONE DAY ........................... $ .50 
TV/O DAYS ..............................75 
THR EE DAYS ...........................90 
SIX D AYS............................. 1.50 


R a d i o 
Outstanding Programs for 
Tonight and Tomorrow 
Listed 


1:00 
1.15 


2 30 
3:00 
3:30 


4 00 


4:30 


5:00 


5:30 


5:45 


6:00 


6:15 
6:30 


6:45 


7:00 


7:30 


8:00 


8:30 
8:45 


9 :00 


9 :30 


10:00 


10:30 


1 1 :0 0 


11:30 


1 2 0 0 


T O D A Y 
Sp o tlig h t— V VC FL 
Northw estern 
vs niinois — 
W B B M . W G N , W A IT 
Campus Capers 
W M A Q 
Golden Melodies 
W M A Q 
Club M atinee - W E N R 
A Bov. a G irl and a B a n d — 
W M A Q 
Music 
for 
Everyone 
— 
W M A Q 
Tarade of H i t s - W A IT 
R ecital Period - W M A Q 
R hyth m s ires— W M A Q 
Spanier s O rch.— W E N R 
R eligion 
in 
the 
New s — 
W M A Q 
H it Parad e— W A IT 
W orld Today — W B B M 
Evening 
Glnshurgh s 
Concert Orch. 
— W G N 
This is Your N a v y — W M A Q 
People’s Platfo rm — W B B M 
D ad’s F a m ily — W C F L 
W ayn e 
K in g s 
Orch. 
— 
W B B M 
Musical E n tre — W M A Q 
H. V. Kaltenborn — W M A Q 
Inside -.f Sports - W G N 
G uv 
Lom b ardos 
Orch. — 
W B B M 
A rth u r 
Seara 
Henning —- 
W G N 
Knickerbocker Playhouse— 
W M A Q 
B arn Dane« P a r ty — W L S 
Truth 
or 
Consequence — 
W M A Q 
H aw aii C a lls— W G N 
Hobbv Lob bv— W B B M 
Theater of tiie A ir- W G N 
H it Parad e— W B B M 
Barn Dance— W L S 
Spin and W in — W M A Q 
Frank Black — W C F L 
Saturd ay N ight Serenade — 
W B B M 
Del Courtney's O rch— W G N 
Highlights 
of 
Sports 
— 
W M A Q 
Hot Copy— W M A Q 
Sam m v 
K aye's 
Orch. — 
W C F L 
Dick Ju rg en s’ O rc h — W G N 
H a rrv 
Jam es' 
Orch. — 
W B B M 
R iverboat R evels— W M A Q 
N ew s 
W B R M 
Del C ourtney’s O rchestra— 
W G N 
Lea B ro w n ’s Orch.— W G N 
Music 
for 
Listening 
— 
W M A Q 
Claud 
Thornhill’s 
Orch.~ - 
W R B M 
Club M idnight Orchestra — 
W C F L 
R am on 
R am os 
Orch — 
W B B M 
Best of W e ek — W M A Q 
G riff W illiam s* O reh-W VG N 
Law rence 
W elk s 
Orch. — 
W G N 
M arvin Dale's Orchestra — 
W B R M 
H arl Smith* O rch.— W M A Q 


S U N D A Y 
Afternoon 
12.9 0 Upt.cn Close 
W M A Q 
R adio Canaries 
W G N 
R a v R erbeck s Orchestra 
W B B M 
12:15 S ilve r Strings 
W H O 
Three R om eos— W E N R 
12.30 The 
W orld 
Is 
Yours 
W M A Q 
Chicago R ears 
vs Lions 
W E N R 


Musical Melange 
W C F L 
1:00 Sam m y K ave's O rchestra — 
W M A < ) 
Sp irit uf *41 — W B B M 
1 30 U niversity 
of 
Chicago 
R ound Table— W M A Q 
The W orld T o d ay— W B B M 
2 00 R ob Carroll Songs 
W M A Q 
N 
Y. Philharm onic 
S y m ­ 
phony— W B B M 
2:15 11 
V. Kaltenbom 
W M A Q 
2:30 Listen Am erica —W M A Q 
Disney Song Parade 
\\ G N 
3:00 M arlowe 
and 
Bennett — 
W M A Q 
New 
York 
Philharm onic 
Orch.— W B B M 
3:30 Music 
That 
R efreshes 
— 
W B B M 
Behind the M ike— W E N R 
String Sym phony 
W M A Q 
4:00 M etropolitan 
Auditions 
W M A Q 
H arl Sm ith ’s Orch 
W E N R 
Fam ily H our— W B B M 
Academ y A w ard 
W G N 
;4:30 Musicai 
Steelm akers 
— 
W E N R 
Livin g D a iry — W M A Q 
The Shadow — W G N 
5:00 Catholic H our— W M A Q 
Silver Theater— W B B M 
5,30 Melody R anch — W B B M 
Bulldog Drummond 
W G N 
The 
G reat 
Gildersleeve — 
W M A Q 


Evening 


6:00 Law rence 
W elk's 
Orch. — 
W G N 
Ja c k B e n n y - W M A Q 
6:30 Bandwagon P r o g r a m— 
W M A Q 
D ick 
Ju rg en s 
Orch. 
— 
W G N 
Profiles 
and 
Preview s — 
W B B M 
Low e 
nad 
M cLaglen 
— 
W E N R 
7:00 Forum of the A tr— W G N 
Ed g ar Bergen 
and Charlie 
M eC arth y— W M A Q 
Columbia 
W orkshop 
— 
W B B M 
7:30 One M an ’a Fam ily- W M A Q 
Crim e Doctor— W B R M 
Inner Sanctum M ystery — 
W L S 
7:15 Gabriel H e ater— W G N 
8:00 Sundav 
Evening 
Hour — 
W B R M 
W a lte r W in ch ell— W E N R 
M anhattan 
M e r r y-Uo- 
R ound— W M A Q 
8 15 P a rk e r Fa mil v 
W E N R 
8 30 Irene R ich — W E N R 
Am erican Album of F a m il­ 
iar M u sic— W M A Q 
9 :00 R evival Hour 
W C F L 
Take 
It 
or Leave 
It — 
W B B M 
Alan S c o tt— W G N 
H our of Charm — W M A Q 
Good W ill H our— W E N R 
9 :30 Helen 
H aves' 
Theater 
— 
W B B M 
Sherlock Holmes 
W M A Q 
10:00 H e rm it’s C ave 
W B R M 
H oekev Game 
W E N R 
Opera Hour 
W C F L 
A nsw er Man 
W G N 
10:30 M an On the S treet 
W B B M 
A u th o r’s 
Playhouse 
— 
W M A Q 
Preaton R radley 
W G N 
Ivou R re*«# * O r c h - W E N R 
11:00 Claude Thornhill's 
O rch.— 
W B B M 
Lawrenu* 
W elk's Orch, - 
W O N 
Ja c k 
Teagsrden’s 
O rc h - 
W E N R 
Fran rja 
C raig's 
Orch. - 
A Q 
11 30 R am on 
R am os’ 
Orch — 
W B B M 
R ichard Him her's 
Orch — 
W E N R 
A rt Kassel's O r c h — W O N 
Beautiful M usic— W M A Q 
12 00 Boh Croshv's Orch — W G N 
M arvin 
b ale's 
Orch. - 


M O N D A Y 
Afternoon 


12 00 Life Can Be 
Beautiful 
— 
W B B M 
12:15 Woman tn W h it e - W B B M 
Helen Holden - W O N 
Tunes and Tips 
W M A Q 
Singing S a m — W C F L 
I 12:30 The R ight to Happiness — 
W B B M 
N avy at Noon 
W A IT 
Front Page F a rre ll— W G N 
Songs of R om ance—W C F L 
. 12 45 Serenade— W O N 
Famous M arches 
W A IT 
R oad of L ife — W B B M 
1:00 Young 
Doctor Malons 
— 
W B B M 
Light of the W orld, sketch 
W M A Q 
1:15 G irl In tenia— W B B M 
M ystery M a a- W M A Q 
Songs 
of 
Yesteryear — 
W A IT 
Painted Dreams 
W G N 
1:30 Valiant 
Ladv- W M A Q 
Music W e All Love —W A IT 
1:45 Arnold Grim m 's Daughter— 
W M A Q 
K ate Honklns 
W B B M 
M arriage 
Bureau 
W G N 
2:00 Orphans ot Dtvorce— W L S 
Againat 
the 
Storm 
— 
W M A Q 
Helping Hand - W BB M 
2 15 Ma Perkins 
W M A Q 
Am anda 
of 
Honeymoon 
Hill 
W L S 
2:30 Guiding Light 
W M A Q 
John's O ther W ife 
W L S 
215 Vic and Bade 
W M A Q 
Ju st 1’lnin B ill— W L S 
3 00 Backstage W ife - W M A Q 
Club M atinee— W E N R 
3 15 Stella Dallas 
W M A Q 
Bing Crosby- W A I T 
3:30 Lorenzo Jones 
W M A Q 
Tea Tunes 
W A I T 
Lone Jo u rn e y — W B B M 
3:45 Young 
W idder 
Brow n 
— 
W M A Q 
A rm y M aneuvers 
W E N R 
Airport Interview s 
W A I T 
4 00 Sto ry 
>f M ary 
M artin 
— 
W B R M 
Hollywood N ew s 
W A I T 
W hen 
a 
G irl M arries — 
W M A Q 
4 15 Po rtia Faces Life 
W M A Q 
The Goldbergs 
W B B M 
Parade of H its - W A I T 
4 30 Getting Most Out ot L i f e — 
W E N R 
W e the Ahhotts 
W M A Q 
The O ’Neills 
W B B M 
4 45 Vegabonds 
W M A Q 
J u s t 
Entertainm en t 
— 
W B R M 
5 00 O ff the R e c o r d - W E N R 
Captain Danger 
W M A Q 
5:15 Secret City- W E N R 
Iledda Hopper 
W B B M 
Musical 
Memories 
W M A Q 
5:30 hiving Patrol - W E N R 
Guess W ho 
W C F L 
Music Fo r Brazil 
W M A Q 
Fm rik P a rk er 
W B B M 
5:45 M instrels 
W C F L 
The W orld T o d a y - W B B M 
Low ell Thom as— W L W 
S tra it Shooters— W E N R 


Evening 


6:00 Sweet 
and 
Spanish 
— 
W M A Q 
Serenade 
W G N 
Dinning Sisters 
W E N R 
Amos n* Andv 
W B B M 
6:15 Varieties - W C F L 
Late News of the W orld —» 
W M A Q 
Lanny R oaa— W B B M 
6:30 Music bv A irline 
W C F L 
Musical E n tre 
W M A Q 
Brain Battle - W B B M 
7:00 I Jjo vf a M va terv— W L S 
Vox 
Pop— W B R M 
Telephone H our- W M A Q 
7:30 G ay 
Nineties 
R eview — 
W fcB M 
Lo» n R anger— W G N 
T r u i or F a ls e - W L S 
Alfred 
W allenstein 
and 
R ichrad Crooks 
W M A Q 
8:00 D r I Q .- W M A Q 
Gabriel H eater— W O N 
R adio Theater — W B B M 
N ational 
R adio 
Forum — 
W E N R 
8:30 That 
Brew ster 
Bo y 
— 
W M A Q 
Fo r 
Am erica 
W e Sing —* 
W E N R 
9 .00 Lu llab y L a d v - W M A Q 
M erry Go R ound— W E N R 
R aym ond 
Gram 
Sw ing — 
W G N 
M ercury Theater 
W B R M 
0:30 Cavalcade 
of 
Am erica — 
W M A Q 
Lum and A b n e r - W E N R 
Tom. 
Dick 
and 
H a rry — 
W G N 
Blondie— W B R M 
10 00 Chicago Opera Com pany— 
W O N 
Herbert M arshall 
W E N R 
Fred W arin g - W M A Q 
10:15 Chicago at Night 
W G N 
Sto rv Dram a 
W M A Q 
10 30 Finest Music 
W E N R 
R h vth m aires— W M AQ 
Todd Hunter 
W B B M 
II 00 Chicago Opera Com pany — 
W O N 
R eflections 
In 
R hythm — 
W M A Q 
R aym ond 
S co tt’s 
Orch. — 
W B B M 
11:30 Lea Bro w n ’s Oreh 
- W E N R 
Cnh C allo w ay’s Orchestra 
W B B M 
Moon R iver 
W M A Q 
G av 
C laridge’i 
Orch — 
W E N R 
12 00 H arl Sm ith's Orch 
W M A Q 
Ted Weem s O rch.— W G N 
Music You W a n t— W E N R 


Work on 2 Ocean 
N a v y Progressing; 
Speed 
Is Essential 


An announcement, made public re- | 
rently by the United States N a vy I 
Department, that construction has i 
been 
started 
on 
six 
27,000-ton 
super rntisera. indicates that work 
on our new 
‘’Two-Ocean’* N avy 
has been further accelerated This 
latest statement concerning Naval 
shipbuilding brings the total num­ 
ber of new ships 
ordered since 
Jan u a ry 1, 
1941 
to 2,831— w ith 
968 of these ships already under 
co nstructio n. 
Production 
line 
methods are being used wherever 
possible and a pronounced speed­ 
up has been accomplished by the 
institution of a 48-hour week and 
a 
three-shift. 24-hour day. 
375,- 
000 men are already employed in 
shipyards and another 125 000 men 
w ill he added to his force of w o rk ­ 
men who are speeding ships down 
the w ays at the rate of at least 
one every ten davs. 
So coordinated and precise is 
the current naval shipbuilding pro­ 
gram that m any months are being 
cut from the normal building time 
of American-made warships. 
This expert planning and new 
speed in construction of our ships 
from 45,000-ton dreadnaughta to 
small torpedo boats opens the w ay 
for the N a vy to accept new quali­ 
fied men for training at the rate 
of 12.000 to 15,000 a month. These 
men. enlisting In either the regu- 
ln. 
N a vy or the N aval R eserve, 
will he sent 
to one of the four 
N aval Tra ining Stations and nrnve 
have a chance to go to a N avy 
Trade School even before assign­ 
ment 
to the fleet. 
During 
this 
period the; 
w ill 
receive 
regular 
N avy 
pay 
and 
the 
free 
N a vy 
schooling ia valued at hundreds of 
dollars. 
E ve ry new ship in our N a v y 
will require not only hundreds of 
additional sailors hut m any more 
N avy men w ill he needed to work 
in N avy dry docks, machine shops, 
ordnance depots and other shore 
posts to keep the new ships in 
action. 
‘‘N ever in 
the 
history 
of the 
United 
States 
has 
there been 
greater 
opportunity 
for 
loyal 
young 
Am ericana to serve their 
country and 
build their 
futures 
than right now,” Secretary of the 
N avy Knox recently said, 


"It ia possible for a bright young 
man to 
Increase his 
pay 
seven 


times during his first enlistm ent 
and he can earn as much as $126 
a month. 
This m onthly figure is 


actually worth much more when 
it la 
remembered 
that the man 


has few living expenses 
and 
is 


provided w ith the finest of medi­ 
cal and dental care. 


"Y o u have all your food and 


lodging, and alao 
your 
original 


clothing outfit Is 
provided 
by 
Uncle Sam free. 
In 
addition, 
there are free sports and enter- 
ta nment. 
On top of this, you get 
free travel and adventure in color­ 
ful places 
a thing few civilian» 
can afford. 
‘‘W hen you consider the size oi 
this country and the fact that th« 
N avy w ill select only 12.000 appli­ 
cants a month frn-^ m any times 
that 
number 
throughout 
the 
United 
States, 
the 
quotation, 
'M any 
are 
called, but 
few 
are 
chosen' w ill apply to local men 
in te re st ad. 


"A s N a v y men 
are 
-t 
‘hand- 
puked 
lot. 
candidates 
must 
be 
men or more than average intelli­ 
gence and ambition, of fine moral 
character and must have the w rit­ 
ten 
recommendation of at least 
two local townspeople ” 
As N a vy Editor, Ben T. Shaw 
has received from W ashington a 
supply nf free illustrated booklets 
for all men interested 
d, in addi­ 
tion 
will welcome inquiries from 
young men who wish to look Into 
the new and greater opportunities 
the N aval and the N aval R eserve 
now offer for training for later 
civilian careers ia they serve their 
country now in its emergency. 


L E G A L PU BLIC A TIO N 


A D M IN IS T R A T O R S NOTICE 
O F CI.AIM D A T E 


The 
undersigned 
having been 
appointed 
Adm inistrator of 
the 
Estate of Dorabelle 
Hobbs, 
de­ 
ceased. hereby gives notice that 
Monday, the 2nd day of Decem ­ 
ber, 
1941 is the claim date for 
said estate, and that all claim s 
may be filed against the estate of 
the said decedent on or before said 
date without the issuance of turn* 
mons. 
N ina Stabler, 
Adm inistrator 
Frem ont M. Kaufm an 
Dixon, Illinois 
Attorney. 


Nov. 8-15-22. 1941 


N O T IC E O F < L A I M D A Y 
Notice is hereby given 
to all 
pei sons 
that 
Monday, 
Ja n u a ry 
5th, 1942 is the claim date m th« 
estate of Susie O. Brookner, De­ 
ceased, 
pending 
in the County 
Court of Lee County, Illinois, and 
that claim s m ay be filed against 
the said estate on or before said 
date 
w ithout 
issuance 
of 
sum­ 


mons. 
Merton H, Brookner, 
Adm inistrator 
w ith 
the 
w ill 
annexed. 
W arn er A W arn er, Attorney», 
Nov. 22, 29, Dec. 6’, 1941 


F E R T I L I Z E R F IS H 
Alm ost 7000 men and 4000 boati 
of North Carolina are employee 
in the menhaden industry every 
year. 
The menhaden 
is 
a fisli 
used principally In fertilizer. 


FU N N Y BU SIN ESS 


‘Why all the dunging now? I’v e a lrea dy been run overT 


H ave you tried H E Y B R O S . 
delicious IC E C R E A M P I E S ? 
R easonably priced 
at your dealers. 


T rv 
Prince 
Castles 
Novem ber 
F E A T ! 'R E - O F - T H E - M O N T H ! 
Canteen with M A L T E D and 
2 
C A S T L E B U R G E R S — 19c 


C H IC K E N DTNNF.R 
E v e ry Sunday at the 
C O F F E E H O U S E 
En tertain 
Your 
F a m ily Here 
521 Galena Ave. 
TH 
X614 


C L E D O N S Homemade 
2- lb 
Box 
Assorted 
Chorolai.es 
are a real taste-treat for your 
fam ily. 
122 Galena Ave. 


8650 H O L D U P IN P E O R IA 


Peoria, 
I I I , 
Nov. 
22 — f A P ) — 
Paul M urphy, 43. E a s t Peo ria t a v ­ 
ern operator, was shot and slightly 
wounded 
by 
two 
gunmen 
who 
robber) 
him of $650 in currency 
yesterday 
shortly 
after 
he 
had 
emerged from a bank. 
The ban­ 
dits did not molest M urphy s w ife , 
who was carrying a sack contain­ 
ing $7.000 in cash. 


Our Boarding House 


VOUft IN V EN TIO N (9 TU 9 T 


a n o t h e r l o s t C H O R D , 


m a j o r ' — W H S NOT s i n e 
IT A D E C E N T B U R 'A L 


U N D E R TH E A S H P iL E , a n d 
T e w TO C R A S H T H E 
h a l l o e f a m e w it h 
3-HOR SE PaR lAYS f 


W ith Major Hoople 
O ut Our W a y 
By Williams 


iP YOU DON’T COME 
d o w n OUT O F t h e . 
T R E E A N D PAN O F F 
THOSE HOUNDS, 
YOU'R E IM F O R 
MORE E Y E R C tS E 
TH'S W IN TER THAN 
A S H O P L IF T E R 
<S MATCHING 
AN ANVIL/ 
it 
r-p- » j 


% 
E G A D , Y O U 
M A G P t E S MAHE 


LIG HT O F A W O UND 
D E E P E R t h a n V0U 


C A N F A T H O M 
OH, F O R A S T O U T 
S H iP NOW , A N D NiO 


d o m e s t ic f e t t e r s 
— t h e n e x t y o u 'd 
NEAR, FRO M 


W O U LD B E A P O S T C A R D 
FR O M Za m b o a n g a / 


r>—v 


\ 


\\v 
! 


H* I 


m i 


W 
a 


B A B Y B A D L Y B ! R N E D 
Peoria, 
111., 
Nov. 
22— ( A P ) — 
Four-year-old 
L a rr y 
Aldag 
suf­ 
fered severe burns yesterday when j 
gasoline burst into flames when 
it w as thrown 
into 
a 
laundry 
stove. 
| 
ßs, CR 1S19 ' 
A L W A Y S B R IN G S O U T 
t h e S a ilo r in kina— 


fag e Ten 
DIXON EVENING TELEGRAPH 
Dixon. Illinois, Saturday, Nov ember 22,1011 


FRANKLIN 
GROVE 


MISS GRACE PEARL 
Co rrespo ndent 


If you mi*» you» p*p*r call 
Melv in W*t» on 


Turkey Dinner 
Postmaster and Mrs. C. E Kel­ 
ley 
entertained 
with 
a turkey 
dinner Thanksgiv ing day Mr. and 
Mr?. George Knouse and son. Mr 
and Mrs. Dallas Stultz and daugh­ 
ter Judy of Dixon: Miss Frances 
Kelley of Rochelle. F. D. Kelley. 
J. H. Lincoln and Mrs. K.itheryn 
Con!on of this place. 


Entertained Club 
Mr. and Mrs. William Herhet 
entertained the Contract Bridge 
club at their home Monday ev e­ 
ning, Wilbur Brecumer held high 
score 
for 
men. 
Mrs. 
William 
Cranford high scoie 
for ladies 
and Mrs. Cecil Crav ens, honor. At 
the close of contra« * 
lov ely re­ 
freshments were serv ed. 


army No v . 27 fro m tn« Lee co unty 
lo cal bo ard No . 2 at Ambo y we 
find the name of Courtney Trostle 
of Franklin Grov e who was tra n s ­ 
fer! ed 
from Minneapolis, Minn 
•‘Court ’ 
and 
his mother. 
Mrs. 
M argaret 
Trostle. 
hav e 
been 
staying in the home of her oroth- 
or, Don Hussey, for the past year 
and he has made many friends 
here 
who will regret 
to see him 
leav e. 


They'll Do It Every Time 


Licensed to Marry 
A marriage license has been is­ 
sued in the office of County Clerk 
Sterling Schrock to Roy W arren- 
feltz of this plate and Miss Lila 
L. Schmucker of Dixon. 
Roy who 
is the son of LeRoy W arrenfeltz 
of this place, is a machine gunner 
m the United States arm y s ta ­ 
tioned at Camp San Luis Obispo, 
California, 
and is 
home 
on a 
furlough of sev eral weeks. 


Pheasant Dinner 
Mr, and Mrs Ed Edwards en­ 
tertained with a 6 o'clock dinner 
Monday ev ening with a pheasant 
and rabbit dinner. 
Those present 
to enjoy the dinner were Mr and 
Mrs. Carl Sunday and son Roger. 
Mr. and Mrs. Lloyd Blum and two 
sons. 


Installing Officers 
The following will act as in­ 
stalling officers at the installation 
for Garnet chapter O. E S. 6H8: 
Installing worthy matron. Mrs 
Drucilla Banker. 
Installing marshal, Mrs 
Kath- 
arv n Herbst. 
Installing chaplain, Mrs 
Anni? 
Roe. 
Installing organist, Miss Loala 
Quick. 
Installing soloist, Mas 
M arga­ 
ret Knapp. 


Unio n S er\ice* 
A v ery large audience ua* pres­ 
ent Thanksgiv ing morning for the 
union serv ices held in the church 
of the Brethren. 
Rev S. L. Cov er, 
the pastor, acted as hoat at the 
meeting. 
Mrs. Bowman who ha* 
had charge of the singing at the 
ev angelistic 
meeting, 
conducted 
the song serv ice. 
Rev . Carl Mon- 
tanus, 
the 
new pastor 
of 
the 
Presbyterian church, offered the 
inv ocation. 
Rev . Timothy Reev es 
who is pastor of the. Methodist 
church, conducted the dev otions. 
The message of the morning was 
giv en by Rev . Charles Bonsack of 
Elgin, the ev angelist at the rev iv ­ 
al 
held 
in 
the 
Church 
of 
the 


y ear. 
As alway s, v isito rs will be 
mo st welco me. 


age group 
and study 
the Bible 
under com petent tea<hei? 
Morning worship at 9:50, Sub­ 
ject: 
"Div ine 
Diss&stisfaction. 
The preacher is going to attem pt 
to make his congregation dissat­ 
isfied. 
Let 
all 
members 
and 


daughter M ane and son Billy, Mr. 
and Mrs. Louis Grav es, 
Misses 
Elsie and Ruby Gluts Merel Gluts 
and Kenneth Sandrock. ' 


j friends be present 
H 
Carl Mon* 
Brethren. 
Rev . Montanus offered 
tanuB pastor 
the benediction. 


Kilo Club 
Miss 
Carrie 
Anderson 
enter­ 
tained the Klio club at her home 
Tuesday afternoon. 
The roll rail 
was v ery interesting, being quota­ 
tions 
concerning 
Thanksgiv ing. 
Mrs Ruth Hussey gav e a book re­ 
v iew. 
During 
the 
social 
hour 
lov ely refreshm ents were enjoyed. 


ThHnksgi%ing Dinner 
Mr.« . 
Elizabeth 
Durkes 
and 
daughter. 
Miss 
Dorothy, 
enter­ 
tained Thanksgiv ing day Mr. and 
Mrs. Luther Durkes, Miss Clara 
Lahm an and Mrs. Carrie R, Craw- | 
ford of this place and Mi** Eliza- 
j 
beth Durkes of Dixon 


Plan Receptio n 
A committee of Interested par­ 
ents met with representativ es of 
the faculty and school noard last 
Thursday to plan the first Par- 
ent-Fatron-Tcaeher 
meeting 
of 
the year. 
Plans a t e under way to 
secure 
Donna's 
accordion band, 
the high school girls’ glee club, 
and possibly a one act play for 
the program. 
Following the pro­ 
gram and reception, refreshments 
will be serv ed. 
Mark 
the date 
and plan to attend 


Here fo r Week-End 
Rev . and Mrs. O. D. Buck en­ 
tertained at Thanksgiv ing dinner 
Mr. and Mrs. Ev ans Kinsley and 
daughter 
Joyce 
of 
Leaf Riv er, 
Henry Eshenson 
of Manchester 
college. North Manchester, India­ 
na. and Earl Buck of this place. 
Those from out of town will re­ 
main in the Buck home ov er the 
week end. 


Brethren Church No te* 
Remember 
Sunday 
school 
at 
9:30. 
Preaching 
at 
10:30. 
The 
morning message will he giv en by 
Rev , C D. Bonsack. our ev angel­ 
ist 
Special music by the choir. 
The ev ening serv ice will begin at 
7:1,V 
Song serv ice and story for 
the children by Mrs. Bowman. 
The annual Thanksgiv ing sup­ 
per will be held Wednesday ev e­ 
ning, Nov ember 26 Offering for 
the district mission. ~ S L. Cov er, 
pastor. 


Elected Officer* 
At a special meeting o f Circle 
3 of the Methodist church Mon­ 
day afternoon at the home of Miss 
Esther Ling, the following o ffic­ 
ers were elected: 


President, Mrs. Ell« Wasson. 
Vice president, Mrs 
Ruth Kel* 
ley. 
Secretary — Mrs Marjo rie Ho w- 


*4 d 
T re asu re r- Mrs. Luey Iv es. 


Entertained at Dinner 
Mr. and Mrs. E. L. Lott enter­ 
tained a t dinner Thanksgiv ing day 
and Mrs. Will Ixitt. Mr and 
Mt 


Dinner and Supper Guest* 
Mrs. Ev a Miller and daughter 
Miss Eunice, entertained at din­ 
ner 
Thanksgiv ing day 
Mr. ancl 
Mrs. Ernest Miller and family 
o f 
St. Charles: Mr. and Mr*. Clar­ 
ence Miller snd son Clifford: Mr 
and 
Mrs. 
George 
Miller 
and 
daughter 
Miss Viv ian 
and the 
three Martin boys. 
In the ev e­ 
ning Mr. and Mr* Will Black and 
family, Misses Eunice and Lucy 
Gilbert joined the group for sup­ 
per. 


Named Selectee 
Among the selectees who will 
entrain 
for induction 
into the 


Mrs. Roy Miller 
and 
daughter, 
Mary Jean, Mis* Annabel! Bur­ 
roughs. Mr. find Mrs. Lowell Trot- 
tnow, Mr. snd Mrs. Lester Ixitt 
and L. A Trottnow. 


Motored to (.arc 
Mr. and Mrs. Ja y Miller, daugh­ 
ter June and son Gerald Mr. and 
Mrs LeRoy Miller and daughters 
Audra and Jeannette, O. O. Miller 
and 
Howard Bv er 
motored 
to 
Gary, 
Indiana 
Thursday 
where 
spent Thanksgiv ing day with Mr. 
and Mr* Virgil Resingei. 


Have You Ever 
Tried 
ZEIGLER? 


The Super Washed 
Coal 


P R A C T IC A L L Y SOOTLESS 
Makes a Quiek, Hof Fire 
OIL TREATED 


Furnace Lump 


7 . 7 5 Ton 


Cookstove Nut 


* 7 . 6 0 Ton 


CALL 


4 1 3 


THE 
H U N T E R CO. 


First and College 


H o m e from H osp ital 
Roy Raffenberger of Dixon who 
Has been a patient at the Dixon 
hospital for the past three and 
one-ha If 
months 
was 
discissed 
Sunday and returned to his home 
where he i* conv alescing nicely. 
He sustained a hip fracture Roy 
is well known in this co m m u nity . 


Presby terian Church Note* 
Sunday school at 9.do a. 
m. 
Lewis 
My era 
superintendent. 
Come and join a class of your own 


Prompt Service on City 


and Rural Orders 


REGARDLESS OF CONDI- 
TIONS NO FAMILY NEED 
EVER DENY ITSELF OF 
OUR SERVICES. 


NO EXTRA CHARGE 
FOR CHAPEL 


Goose Dinner 
A goose dinner was enjoyed at 
6 o’clock Thanksgiv ing ev ening at 
the Mrs 
Ada Peterm an home by 
Mr, and Mrs Foster Mat tern and 
daughter Marion, Mr. and Mrs. 
Edwin Hflin and son John. Misses 
Georgia and Rosemary Peterm an. 


Thanksgiv ing Dinner 
Mr, and Mrs. R. W. Sm ith and 
daughter Adeline 
entertained a t 
dinner Thanksgiv ing Mr. and Mrs. 
Clarence B arnhart and his la ther 
Charles Barnhart, and Mr*. Ella 
Thomas 
of this place 
and Dale 
Jasper of Camp Lagro, Ind 


Entertainer! at Supper 
Mr and Mr*. Howard Norris en­ 
tertained 
their 
daughters 
and 
families with supper T hanksgiv ­ 
ing ev ening. 
Those present were 
Mr. and Mrs. Francis Myrick and 
family of Mt. Pulaski and Mr and 
Mrs, Lowell Trottnow. 


Impressiv e Serv ice 
Installation serv ice for the Rev . 
E. Carl Montanus as paator of the 
Franklm Grov e A.shton P resbyte­ 
rian churches 
was held 
in 
the 
Presbyterian chuich here 
Tues­ 
day ev ening. 


The Rev erend H erbert J. Doran 
of Dixon, v ice-moderator of Rock 
Riv er Presbytery was in charge. 


The serv ice was largely atten d ­ 
ed by member* of both churches, 
Ashton sending a large represen­ 
tation 
from 
their church. 
The 
serv ice was opened 
with a pipe- 
organ 
prelude 
by 
Miss 
June 
Hatch. "While You May" tBorge), 
the choir and congregation joining 
in 
singing 
"The 
Church's 
One 
Foundation". 
Rev . Aulden Coble 
offered the inv ocation. Rev . Ches­ 
ter M. Irv in of Sterling gav e the 
scripture reading which was fol­ 
lowed by an anthem by the choir 
of 19 v oices directed by Mrs. Will 
Black. 
"Beautiful 
Message", 
George Miller, solo, with choir. 
O ffertory—"The 
Light 
of the 
World" (Von Beige). 
Congregational singing — 
"O 
Jesus i Hav e Promised". 
I'he Rev . Aulden Cable of Ladd 
Btiiiau county, a near neighbor 
of Rev , Montanus when he serv ed 
the chuich at Princeton, preached 
the installation sermon. 
Serv ice of installation was con­ 
ducted 
by 
the 
Rev . H erbert ,T. 
Doran of Dixon, v ice moderator, 
in the absence of the moderator, 
the Rev . Car! A. J. Sandberg of 
Seaton. 
The charge to the pas­ 
tor was giv en by Rev . Doran. Rev . 
Chester MT. Irv in of the Sterling 
Presbyterian 
church 
gav e 
the 
charge to the churches. 
The in­ 
stallation prayer was offered by 
Rev . Irwin atfer which the con­ 
gregation 
joined 
in 
singing "O 
M aster l>t Me Walk With Thee 
The 
newly installed pastor 
pr o ­ 
nounced 
tne 
benediction which 
brought to a close the most beau­ 
tiful and impressiv e serv ice. 


Birthilav Ho no red 
Mrs Byron Brecumer was com­ 
pletely 
surprised 
Tuesday 
ev e- 
mng when Mr and Mrs. Raymond 
Wolford Mr. ard Mr*. Ed Gehert 
walked into 
her home 
and 
in­ 
formed her they had come to help 
her celebrate her birthday anni­ 
v ersary. 
They brought with them 
i< e cream and cake and presented 
Mrs 
Brecumer 
with 
a 
lov ely 
basket of 
fruit. 
We join wifh 
manj friends in wishing her many 
more 
happy 
birthday 
anniv er­ 
saries. 


Metho dist Church No te* 
The 
friendly church 
with a 
spiritual message. W hat you are 
is God's gift to you. 
W hat 
you 
make of yourself is your gift to 
Him. 
Enrich your life by w or­ 
shiping with us on Sunday. 
Worship serv ice a t 9 :30. S er­ 
mon theme "Turning About”. 
Church school —10:30 a. in. 
Youth fellowship—7:45 p. m .- 
Timothy B Reev es, pastor. 


Remembered o n Birthday 
Miss Gertrude Eich, d au g hter of 
Mr. and Mrs Charles Eich ot this 
place, 
who is a. patient 
a t 
the 
Rockford 
Municipal 
sanitarium 
was honored with a greeting card 
shower on her birthday which oc­ 
curred 
Tuesday. 
She 
receiv ed 
many cards, 
handkerchiefs 
and 
other gifts. 
G ertrude will he glacl 
for cards any time and surely ap­ 
preciates ev ery little act of kind­ 
ness. 


Pheasant Dinner 
Mr and Mrs Howard Biesecker 
j entertained with a pheasant din- 
1 ner Thanksgiv ing day 
Mr. 
and 
Mrs. Glenn Biesecker and family 
j of Chicago; Mr*. Nellie. Biesecker 
' and Mrs. Grace Reid of Amboy; 
Mr. and Mrs. Carl Degner and son 
j of this place. 
Mr. and Mrs. Don­ 
ald 
Butler 
and 
two 
daughters 
joined the group, for supper. 


P H O .V E 381 
2U2 EL Fello w* St. 


Happv Day 
Thanksgiv ing day was a happy 
day in the home of Mr. and Mrs. 
Raymond Hood when they had as 
their guests 
Mr and 
Mrs. 
Earl 
B ruckharl, 
Mr. and 
Mrs. 
Earl 
Gluts and Mrs. Amanda Gluts of 
Rochelle; 
Mr. 
and 
Mrs. 
Glenn 
Gluts of Elgin: Mr. and Mrs. An­ 
drew Veil tier and son Dennis of 
Ashton; 
Mr. and Mrs. Kenneth 
Hood and Claue Hood of Wood- 
stock, 
Mr 
and 
Mrs. 
Maurice 


Mo to red to Wilmette 
Mr. 
and 
Mrs. Will Crawford, 
his mother, Mrs. A. W. Crawford. 
Mrs. Virgie Crawford motored to 
W ilmette Thursday 
morning for 
their 
Thanksgiv ing dinner 
with 
Mr. and Mrs. Earl Orner. They 
plan to remain until Sunday ev e­ 
ning. 


Here and There 
Mr. and Mrs. Leslie Henry of 
Sav anna were guests from T ues­ 
day until Thursday of his mother. 
Mrs. Mabel Henry. 
Guy Ling of Holcomb ami Mrs 
L aura C anheld 
of 
Byron 
were 
dinner guests Tuesday in the G. 
W. Ling home. 


Henry Helmershauscn came out 
from Chicago 
Wednesday 
night 
and will remain with his sisters. 
Misses Adella and Alice Helmers- 
hausen until Sunday. 


Mr and Mrs F. J. Bloc her had 
as their dinner guests Thanksgiv ­ 
ing day Mr. and Mrs. Arnold Me- 
Gaffney and son of Dixon and Mr. 
and Mrs. Dav id O. Weigle of A m ­ 
boy. 
Mr and Mrs Jesse Johnson of 
Morrison, 
Mr and 
Mrs. George 
Johnson 
of Dixon 
were 
dinner 
guests 
of Mr. and 
Mrs 
Frank 
Hatch and family Thanksgiv ing 
day. 
Mr, and Mrs. Leslie Stultz and 
sons, Mr and Mrs. Robert Pres- 
nell 
and children 
were 
dinner 
guests of the ladies' parents, Mr. 
and 
Mrs. 
Robert 
Crawford. 
Thanksgiv ing day. 
Mr. and Mrs. Claire Colwell and 
son 
Don me 
motored 
to 
Elgin 
where 
they spent 
Thanksgiv ing 
day 
with 
Mr. 
and 
Mrs. Irv ing 
Banker. 
Misses 
Eunice and Lucy 
Gil­ 
bert had their Thanksgiv ing din­ 
ner 
in 
the Elliott Arnold 
home 
near Compton. 
Miss 
Bertha 
Zoelier 
has 
re­ 
turned home from Chicago where 
she bad been since her operation. 
Born 
To Mr. and Mrs 
Elliott 
Arnold at Compton, a son. Nov . 
IS 
The m other will be rem em ­ 
bered as Blanche Colwell, form er­ 
ly of this place. 
Mrs. E m ery Wolf went to Chi­ 
cago W ednesday afternoon where 
she enjoyed dinner Thanksgiv ing 
day with her son Claire Lahm an 
and wife. 
Miss Doris Howard who is a t ­ 
tending the Teachers State Nor­ 
mal at D- Kalb came home W ed­ 
nesday mght 
and 
will remain 
until Sunday 
with her parents. 
Mr. and Mrs. Chailes Howard 
John Senger who is a student at 
the Illinois S tate Univ ersity at 
Urbana enjoyed the Thanksgiv ing 
v acation with his parents, Mr. and 
Mrs. F rank Senger. 
Miss 
Georgia 
Peterm an 
who 
teaches school at Stillman Valley 
Gluts, Mr. and Mrs. Will Black j » enjoying 
tn# v acation 
in Ute 


home 
of her mother, 
Peter in a n. 
Johnny Hatch who is attending 
the state normal at DeKalb, came 
Wednesday 
and 
enjoyed 
the 
Thanksgiv ing 
v acation 
in 
the 
home ot his parents. Mr. and Mrs. 
Hatch 
Miss Bertha Reigle who teaches 
school in Berwyn spent the holi­ 
day v acation with 
her parents. 
Mr. and Mrs. Willis Reigle. 
Mrs. Rebecca Colwrell is staying 
in the home of her daughter. Mrs. 
Elliott 
Arnold 
and 
family 
at 
Compton. 
Mr. and Mrs. Herbert Ling of 
Dixon were Sunday ev ening sup­ 
per guests 
in the home of 
his 
grandfather. G. W. Ling. 
Dwayne D unseth who ha* been 
staying in the Mrs Mabel Henry 
home will board with Mr. and Mrs 
Louis Grav e*. 
Mr and Mr* 
H arry Brown of 
Chicago were Sunday guests of 
Mr. and Mrs. E rn e st Fair. 
Mr. and Mrs. Jam es Kindig and 
Henry Saleman 
of Dixon 
were 
Monday afternoon guests of Wil­ 
liam 
Naylor 
and 
Mrs. 
Sadie 
Blaine. 
Mr. and Mrs. Lloyd Swart* and 
two 
children 
of 
Crystal 
Lake 
spent Thanksgiv ing day with her 
parents, 
Mr. 
and 
Mrs. 
Frank 
I lartzell. 
Mr. and Mrs. Sterling Wilson 
and 
family 
of 
Dixon 
and Mrs. 
Florence Wilson of this place were 
dinner guests of Mr 
and Mrs. 
Amos Wilson Thanksgiv ing. 
Mrs. Mary W atson entertained 
her son A rthur W atson and fam ­ 
ily Thanksgiv ing day. 
Mr. and Mrs. Russell Hopkins 
and 
daughters 
of Oregon 
were 
W ednesday night guests in the 
home of her parents. Mr. and Mrs. 
M artin Dockery. 
John 
H ow ard 
and 
daughter 
Mav enjoyed Thanksgiv ing day in 
the home of his son Charles How­ 
ard and family. 
Mr. and Mrs. A rite Edwards en­ 
tertained at dinner Thursday Mr. 
and Mrs. Carl Sunday and son 
Roger and Mr. and Mrs Ed Ed- 
wards. 
Mrs. M argaret Knapp and sons 
Dav id and Russell went to Chi­ 
cago 
Thursday 
morning 
where 
they 
will remain 
until 
Sunday 
ev ening. 
Mrs. 
Drucie Banker 
w ent 
to 
Aurora Thursday where she spent 
the day with her daughter, Mrs 
Paul Myers, and family. In the 
ev ening 
she 
went 
to 
Chicago 
where she will remain until Sun­ 
day night with her sister, Mrs. T. 
B Peterson 
Mr. and Mrs 
Morton Dockery 
and his father. F ran k Dockery, 
who liv es with them, enjoyed their 
Thanksgiv ing dinner in the home 
of Mrs Dockery s un cle m Dixon. 
Mr. and Mrs. F rank Group and 
Mrs 
Letha 
Blocher 
enjoyed 
Thanksgiv ing dinner with Mr. and 
Mrs. Lloyd Group and son Russell. 
F rank Dockery is staying in the 
home of his son. Morton Dockery. 
Mr. and Mrs. Charles Looking- 
land 
and 
son 
Charles 
E u g e n e 
spent Thanksgiv ing day with his 
m other 
Mrs 
Rose Lookingland. 
and son Louis 


\v . c . t . r . 
The \V, C. T. U. will meet on 
Friday, Nov . 28 at the home of 
Mrs. S. L. Cov er at 2 p m. 
Since 
Nov ember 
is 
the Thanksgiv ing 
month, 
the roll call 
will be "A 
Thanksgiv ing v erse", 
and 
each 
one is asked to bring a contribu­ 
tion to this part of the program. 
The 
national 
W. C. T. U 
has 
asked that each local union set 
the standard of paying dues by or 
before this month, so those who 
hav e not already done so ar<* re­ 
minded to meet this standard if 
possible. 
The program 
feature for the 
day will be the report of the a n ­ 
nual state conv ention of W. C. T. 
U which was held in Streator Oc­ 
tober 28 to hi 
This report will be 
brought by the new 
Lee county 
president. 
Mrs 
Floyd L. Blew- 
fielei 
of 
Dixon. 
Mrs. Blewiield 
will be accompanied by some of 
the other delegates wiio represent­ 
ed Lee county at the conv ention, 
and it is hoped tha t so far as pos­ 
sible ev ery m em ber of the local 
union will be present to hear this 
v erv 
im portant report 
and 
to 
learn of the plans for tha coming 


C la** Goe* to A me* 
On the week-end of Nov ernbei 
14 the adv anced home economic? 
class of the F ranklin Grov e Com- 
m unty high school made a field 
trip to A me*, low* to v isit Iow a 
state 
college 
which 
is 
located 
there. 
The girls participating in 
the field 
trip included Marjorie 
Coy, Donna Marie Gilbert, Irene 
John, Lucille Larson. Marion Mat- 
tern, 
M ary Jane Norris. Phyllis 
Pv se and Carol Schwab with Miss 
Betty 
Ann 
Sankot, 
the 
home 
economics instructor, 
and 
Hazel 
Blumc and Mary Gilbert, the driv ­ 
ers, accom panying them. 
Friday afternoon and Saturday 
morning were spent in touring the 
college nursery school; the home 
economics 
building 
where 
the 
girls v isited the experim ental rat 
laboratories, the a rt studios and 
household equipm ent laboratories; 
radio station WOI 
where 
they 
watched 
a 
program 
which was 
being broadcasted; and the Grant 
Wood 
m urals 
in 
the 
college 
libraries. 
S aturday afternoon the 
group attended the football game 
between Iowa S tate college and 
Drake univ ersity, which g a m e was 
played at the Drake stadium in 
Des Moines, Iowa 


Sunday on the trip home the 
girls stopped a t Tama. Iowa to 
v isit the Indian reserv ation of the 
Sac and Fox Indian tribes. There 
the 
girls 
witnessed 
an 
Indian 
dance 
with 
music furnished by 
tomtoms, and were much interest­ 
ed in the peace pipe 
which 
was 
passed from one Tndian 
to 
the 
next all the way around the cir­ 
cle. 
The girls bought some bead 
and leather jewelry for souv enirs. 
A tired but happy group of girls 
returned home 
Sunday ev ening, 
hav ing enjoyed 
their first taste 
of college life. 


Business Turns 
O ld Fashioned 


New York.— (The Special News 
Sendee i — Businas* is go ing o ld- 
fashio ned. 
Many srr.all firm* are dropping 
their m odem 
co rpo rate charters 
and are returning to the old forms 
of sole proprietorships or partn er­ 
ships. 


The reason: Taxes. 
Congress and state legislatures 
hav e always been more disposed 
to lay heav y taxes on corporations, 
the bloodless creations of modern 
business, than on men doing bus­ 
iness as indiv iduals. 
Today they 
hav e made the tax burden of cor­ 
porations so much heav ier than 
tha t on partnerships and sole pro­ 
prietorships tha t man 
companies 
are going back to the old forms. 
Beginning o f Trend 
Tax experts say it is the begin­ 
ning of a trend which will continue 
during the coming year. 
Many 
little corporations hav e ahead of 
them 
an 
unpleasant 
rendezv ous 
wbth the tax collector which may 
make them wonder w hether a cor­ 
porate charter is worth the price. 
Here are a 
few of the taxes 
which corporations face but in­ 
d iv id u a l av oid 
Two excess profits taxes 
Taxes on unreasonable accum ­ 
ulation of earnings. 
Holding com pany taxes. 
Capital stock taxes. 
State franchise taxes. 
Unincorporated businesses pay 
none of these taxes. 
Their profits 
are considered as part of the per­ 
sonal income of the owners and 
are 
subject to 
lersonal 
income 
taxes. 
These taxes are stiff but 
often are 
less 
than 
corporate 
lev ies wmuld be. 
S u bje c t to D ouble Tax atio n 
Earnings 
of 
a 
corporation, 
moreov er, are subject to double 
taxation. 
First they are taxed as 
corporate income. 
Then they are 
taxed as 
personal income when 
they are distributed to stockhold­ 
ers. 
The popularity of the cor­ 
porate form of organization for 
small businesses arose primarily 
because of the limited liability of 
stockholders. 
Under the corpor­ 
ate form, a stockholder is liable 
in the ev ent of failure only to the 
extent that he has already bought 
stock in the company. 
In the case of a sole proprietor­ 
ship or partnership, howev er, the 
entire 
personal 
fortunes of 
the 
owner* mav - bp attached for debts 
of the business. 


One million seeds m ay be p?o- 
duced by a single orchid, v et the 
j blossum* are among the world ? 
most costly flowers. 


Get 
information 
booklet 
on 
U. S 
Nav y at Dixon Telegraph 
otfice 


W * Nev er Klin a Week-End 
DRUG SALE 


W » 
rr.e#t 
o r 
b » a t 
c o m p e t i t i v e 
p r i c e » 
a n y d a y o f e v e r y w e e k a t 


"T h t L o u o tt P r i n t in T o w n” 


PRESCRIPTION D -18 128 
STOMACH SUFFERERS 


G e t 
q u i c k 
r e l ie f 
w i t h 
t h i * 
o u t * t a n d - 
m f D O C T O R S P R E S C R I P T I O N — Re- 
!ie \ » * f a « a n d b l o a t i m m e d i a t e l y . I n - 
ci e a s e » 
f lo w 
o f 
b ile , 
a i d * 
d l f e » t i o n 
a f t e r 
h r » t 
t h r e e 
d o » e « 
S t o m a c h 
u! 
c e r * a n d o t h e r »erie .ii* c o n d i t i o n * m a v 
b e 
p r e v e n t e d 


PRESCRIPTION 0-15 128 


O p e n C t e n i n f * T ill ” 11” 


D R U G Rex all STOKE 
107 V. Galena 
Pho ne 125 
M R HEN WOOD. R Ph. 


LEE 


LAST TIMES TODAY 


Continuous From 2:30 


Matinees Next Week: 
Tuesday - Thursday 


\nn Rutherfo rd - Ro bt. Stack 
Richard DI\ - France* I arm er 
Hugh Herbert - Andy Dev ine 


* n u m tt SUO* PKTttiRt are 
. _____ 
N[ MOSS«; BRfNOA MiPSMAll • SB* MfTH 


EXTRA: LATEST NEWS EVENTS 


Sun. Continuous From 2:30 Mon •Tues Wed 


X flaming, « tartling 
** drama o f lo v e and 
temptatio n .. inapiied 
by Stephen Vincent 
Benet'a "Best-o f-the- 
Year" Saturday Ev en­ 
ing Po at ato ry , "The 
D e v il and D aniel 
Webater " — \ 
" * 
.y 
produced! 


W ILLIAM 
D I E T E R L E 
P R O D U C T I O N 


' 
v 
' 
' , 
•* 


•»*.5 
o' 


w ifh fhit outstanding eotf of ft art 


ARD ARNOLD • WALTER HUSTON 
JANE D A RW Ell • SIMONE SIM ON 
GENE LOCKHART • JOHN OUALEN 


end 
ANNE SH4 RIEY • JAM ES CRAIG 


Prodi/ted and 0>riej» d b y 
WILLIAM DIETERLE 


*n o < o>» P roducer CHAfllPS t OIFT7 
5 e/■••/* play by Da* fothsroN 
s»ery h r 
Vincent 0*n#t 


r A A f L 0 | | 
i l f ì i A i C 
>o trP Dame Tri,K No rthwestern 
I U U IK f C il! 
H C v 
i a 
Michigan Ro ll* Ov er Co lumbia 


COL. CARTOON, "BUG PAP.ADE” - SPORTS, "BILL TILDEN" 
DIXON 


TODAY 
Continuous From 2:30 


Matinees Next Week 
M O N . - WED. - FRI. 


Bringing y o u a ao ume 
atarred blast o f 
ao ng and actio n! ^ - 
r 
Jane FRAZEE - 
The 
MERRY MACS 
Leon ERROL 
Mischa AUER , 


Ruth 
Fran k 
FORD • MITCHELL 
* 
% 
COLUMBIA 
PICTURE 


m 
\ ________ 
So boto g # in 
f a 
-4 
mid-ocean) 
Woi 


PLUS 


BIG B A R G A IN BILL 
8 FDR THE PRICE OF 1 


Sun. Continuous From 2:3B • • • • Mon Tu” 


fth u rt's 
) S ù n rl 3 ^ 1 


* 
O f — 
' 


I f « 


The most 


down-to-earth, 


heart-to-heart 


romance ever 


told! 


DUNNE 
r~ 
nu«* 
MONTGOMERY 


I 
• 


Wlth PREST O N F O ST ER 
i 
»* 


Eugene Pallette 
Esther Dale 


Walter Catlett 
J u n e Cly de 
' ■ 
v . 
j- 
• 


Pro duced and Directed by 


G R E G O R Y 


L a CAVA 


EXTRA; 
N E W S • Disney C a rt o o n Featuring G c o f y 
ALL MEW MARCH OF TIME 
War Is « hanging America (It Co uld Happen Here) Snp What 
Nazi Do minated Wo rld Wo uld Mean to (.Main Street) C. S. 


Matinees ?0c, Nites 35 c 
Child lie, Def. Tax Extraj 


